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FOREWORD. 

Provision for imparting instruction in Technological 
subjects — including the various branches of Engineering — 
was one of the objects which the promoters of the Hindu 
University had in view from the time the idea of the Uni- 
versity was conceived. The princely generosity of His 
Highness the Maharaja of Jodhpur and of His Highness the 
Maharaja of Patiala enabled the University to make a good 
start towards the realisation of this object. The University 
as well as the whole Indian community are grateful to their 
Highnesses for it. 

In January, 1919, at the time of the Annual Convocation, 
the fii*st Workshop of the Engineering College was opened. 
The building was then barely complete, and a few machines 
which had been collected with great difficulty owing to the 
war, had not yet been unpacked. The Chancellor of the 
University, His Highness the Maharaja of Mysore, and other 
visitors were favourably impressed by this first building 
which was of reinforced brick constru<^tion. A number of 
benches, vices, and a certain amount of furniture which had 
been made for the University, at the Engineering College, 
Sibpur, enabled us, however, to start work without delay. 
The machines were erected, shafting lined up, and the power 
plant, which consisted of a 30 K.W. Beiliss Morcome Engine 
Set, was started within a few months. 

In April, 1919, an extra building was started. In this 
building three class-rooms were provided : one for a Drawing 
hall ; the second for a Mechanics' Laboratory and the third 
for a Class-room. This building was finished by July. 
Electric lights and fans were introduced and the work had 
made sufficient progress to enable us to admit students of 
the Degree and Diploma Courses before the end of July, so 
that on the occasion of the visit of His Honour the Lieuten- 
ant-Governor of the United Provinces at the beginning of 
August, 1919, wp were able to show him the classes at work 
and the Workshops in full swing. From that time we have 
steadily progressed in spite of many difficulties, not the least 
being the difficulty in getting the necessary funds. 
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BOAED OF STITJHES IN ENGINEERING. 

J. Charles A, King, B.So. (Hons. En^., London)^ 
A.E.C.Sc., M.T.M.E., M.I.S.E.. M.I.M., M.T.E. 
(India). 

2. L. D. CouESLANT, B.Sr. (Hons. Eng., London), WIi.Ex., 

M.I.M.E., AE.I.E. (India). 

3. Bhtm Chanora Chattkr.ii, B.A., B.L., B.Sc., M.I.E.E., 

M.I.E. (India). 

4. R. S. Jain, B.Sc., A.M.A.I.E.E. 

5. N. P. Gandeij, M.A., J).8c., A.R.S.M., D.I.C., F.(LS.. 

A.I.M.M. 

G, H. K. Sen, M.T.Min.E. 

7. P. K. Dutt, AI.A. (Canial)). 

8. SoiiAN Lal, M.Sc. 

9. G. C. Mukuerjee, M.Sc. 


(COLLEGE STAFF. 

Principal : 

CiEARLES A. King, B.Sc. (Hon‘<. Eng., London), A.R.C.Sc.,. 
M.I.M.E., Wh.Ex., M.I.S.E., M.T.M., M.T.E. (India), 
Jodhpur Hardinge Professor of Technology. 

Vice-Prtn(hpal : 

Leopold T). Couesl.\nt, B.Sc. (Hons. Eng., London), 
Wh. Ex., M.T.M.E., M.I.E. (India), Pafiala Professor of 
Mechanical Engineering. 
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Professors of Mechanical Engineering: 

Charles A. King, B.Sc. (Hons. Eng., London), A.R.C.Sc., 
M.I.M.E., Wh. Ex., M.I.S.E., M.I.M., M.I.E. (India), 
Todhpui* llardiiige Professor of Technology. 

Leovold 1). (yOUESLANT, BSc. (Hoiis. Eng., London), 
Wh. Ex., M.T.M.E., M.I.E. (India), Patiala Professor of 
Mei*lmnical Engineering. 


l^RO^LS^Oli^ Ol El.Ki'LlUCVL ENGINEERING: 

BmIM (JllAM)KV CHA'ITEK.»KE, B.A., B.L., B.Sc., M.I.E.E., 
M.I.E. (India). Paiiala I’rofessor of Electrical Engineer- 
ing. 

H\N,riT SiN(in .Ivin, B.Sc., .V.M..V.T.E.E. 


Pkokfssou of (’iviL Engineering: 
IIemaniv Kf.m\r Sfn, M.l.Min.E. 


A s s 1 s r.vNT Professors : 


Son vN Lal, M.Sc. 

Tota Ram Sitarma, M.Sc. 

N. C. Mukiierjee, M.Sc. 

(i. r. Mukiierjke, M.Sc. 

K. V. Kardile, B.Sc 
(S cience), B.Sc. (Eng.) 

P. (\ Durr, B.SV. (Eng.) . 

B. I). Kelkar, B.E. 

B. M. Singh, B.Sc. (Eng.) .. 


Engineering Mathematics. 
Engineering Physics. 

Do. do. 

Electrical Engineering. 

Do. do. 

Do. do. 

Mechanical Engineering. 
Do. do. 
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Drawing Offices : 

Ashxjtosh Das, Head Draughtsman, Mechanical Engineerings 
SuRENDRA Prasad Mittra, Mechanical Draughtsman. 
JoGESHWAR Das do. do. 

R. Nanjundayya, Head Draughtsman, Civil Engineering. 
SuKHADEVA Prasad, Architectural Draughtsman. 

S. N. Chowdhury, Electrical Draughtsman. 


Workshops : 

Superintendent : 
B. Chatter JEE. 


Mahabir Prasad ... 
Beni Lall 
y. L. Kamat 
E. N. Tiwari 
S. C. Mukhbrjee ... 
Kashi Prasad 


Foremen, 

... Power House. 

... Machine Shop. 

... Electric Shop. 

... Carpenter Shop. 
... Motor Shop. 

... Smith Shop. 


Superintendent of Apprentices: 

B. Chatterjee. 

Engineering Chemistry and Metallurgy: 

(The students attend the department of Mining and 
Metallurgy for these subjects.) 

N. P. Gandhi, M.A., B.Sc., A.R.S.M., D.I.C., F.G.S., 
A.I.M.M., Head of the Department of Mining and 
. Metallurgy. 

V. tJ. Iyer, B.A., Assistant Professor of Assaying. 




CHART SHOWING NUMBER OF STUDENTS AND WORKMEN 







GENERAL INFORMATION. 

Courses of instruction have been arranged at the Engineer, 
ing College of the Benares Hindu University, so as to give 
every facility to those who possess ability and promise as 
practical men, and to train and place each individual in that 
class which will afford the best scope for his special abilities. 

The Workshops and Offices are run on commercial lines 
as far as is consistent with the efficient training of the students 
and apprentices. 

Each shop is organised and managed as a manufacturing 
establishment, employing skilled workmen and journeymen, 
who, together with the students and apprentices, are employed 
on the various orders to be executed. 

Special arrangements are made, whereby students or 
apprentices may develop the maximum manipulative skill of 
which they are capable, and at the same time become acquaint- 
ed with the materials, tools and resources at their disposal, 
with a minimum waste of time. 

The foundation of all training in the Mechanical and 
Electrical Engineering Courses is in the Workshops, and only 
those students who show a particular aptitude for practical 
work, a love for strenuous manual labour, and a reverence 
for high manipulative skill, are encouraged to continue as 
students or apprentices in the University Workshops. 

The Workshop Courses are co-ordinated with theoretical 
and scientific courses, designed to provide just that training 
which is needed in order that the practical man may grasp 
the principles underlying the processes employed. These 
courses are also arranged to suit, as far as possible, not only 
the mental capacity but also the aptitude of the students. 
Hence we have not one, but a number of parallel courses. 

There are three Main Divisions or Courses bf Training, 
each with its branches or sub-divisions. 
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The Main Courses are: — 

(1) The Apprentice Course* 

(2) The Diploma Course. 

(3> The De^^ree Course. 


THK APIMIKNTICK COURSE. 

The Workshoi)s of the University provide facilities for the 
training of a limilcul munher of apprentices as 

1. lllacksniiths. 

2. Tin and Copj)er Smiths. 

3. (Cabinet Makers, 
t. l^atiern Makers, 
o. Moulders. 

(). Fitters. 

7. Turners and Grinders. 

8. dear Cutters. 

J). Machine Hands. 

10. Enf?ine Driver.s. 

11. Electric Fitters. 

1 2. elect roplaters. 

13. Motor Mechanics. 

14. Draughtsmen. 

The complete period of training?, for each trade, is five 
years, and the apprentices are required to work full time in 
the shops and under strict workshop discipline. 



After five yeaj*s, a certificate ot competency, m any one 
trade, is grante*d by the Principal to the apprentice who 
tiompletes his training in that trade and passi^s the ])resrribed 
examinations in craftsmanship. 

Admissions are made in June. Applications on the 
prescribed form, must reach the office before the loth of June, 
and musi he iU*com])anied by a registration fee of annas eight. 

Candidal es over IS or under lo years of age are not 
•admitted. 

Selected applhaiits are admitted tiisi on probation for 
■one year, and must (omplete 2o0 ac tual working days, to the 
satisfaction of the Foreinan-in-charge, before being (‘onfirraed 
and before receiving any stipend or allowance from thc^ 
Fni versify. 

I< is not coinj>uls()i v, but advisable, that the apprentices 
should be able to read and write Knglisli, sa> , up to the Sc hool 
Final Standard. 

Only those c andidates who are strong, }ic»althy aiicl intelli- 
gent will he considerc'd. Candidates will be examined by the 
Medieval Officer of the University, who will certify, on the 
])rescribc‘d form, as to their age and fitness for hard manual 
labour. 

IJie University ]novicles no hostel accoinmodaf ion for 
approntiees, lienee they have to make their own airangements 
for board and lodging. They will he required, howeveu*, to 
satisfy the Foreman of the particular shop, into which they 
are admitted, that they are either living with relatives, or 
some responsible guardian, or that soino respectable neighbour 
will be rcvsponsible for their conduct and good behaviour. 

fac'ilitatc' the work, a few Flec'.trieal apprentices may, 
on the special rec'ommenda.tioii of the Foreman of the Flectric 
Shop, be admitted to the hostel, if room is available. They 
will have to pay the usual rent and liglit cdiarges. unless 
specially exempted. 
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“ Caution Money ** of rupees five will^hfive to be deposit- 
ed in the office before an apprentice can be admitted into the 
shops. The sum will only be returned on the completion of 
the course, with deductions, if there be any, for loss of tools 
or breakages. 


The ymeral hours of xcorking are- 


8 A.M. to 11 A.M. 
and 


from Monday to Friday inoUisivo, with 


12 noon to 4 p.m. I 
8 A.M. to 2 P.M. ... on Saturday. 


Apprentices may be required to work by the Foreman 
in charge at any time of the day or night. 

Holidays — Same as those enjoyed by the workmen. 


Casual Leave — Allowed per year — 11 days. Stipends are 
deducted for days absent in excess of this. 


Foreman's Anmial Reyort — The Principal requires a 
report at the end of each year of the progress of each and 
every apprentice. This report is submitted by the Foreman 
on a special form with special reference to the (1) Industry, 
(2) Punctuality, (3) Energy, (4) Obedience, and (5) Ability 
of the apprentice concerned. Unless this report is satisfac- 
tory, no promotion is allowed. 

Stipends — From the beginning of the second year until 
the completion of training, apprentices may receive a monthly 
stipend as per scale noted below. In addition to such stipend 
(if awarded), a sum equal to half the amount will be credited 
to the apprentice every month. In this way a s\im will 
accumulate to the credit of the apprentice. This sum will, 
after deducting any dues that may occjur, be paid to the 
apprentice on the satisfactory completion of his five years' 
course of training. If, however, an apprentice leaves the 
course, or is discharged due to unsatisfactory work or conduct, 
he will' forfeit the whole of the money so standing to his 
credit. 



The scale of stipends that may be available each month. 


Stipend. 

Bs. 

1st yeax (Probationary period) ... Nil. 
2nd year ... ... 5 

3rd year ... ... 8 

4th year .. ... 12 

5th year ... ... lb 


Amount 

credited. 


Bs. 

Nil. 

2-8 

4 

6 

7-8 


Apprentices who do not satisfy tho Foreman will not be 
eligible for any stipend. 

The College Library may be accessible to any apprentice 
of the 3rd, 4th or 6th year on the recommendation of the 
Foreman of his shop. 

Any apprentice changing his trade will have to start again 
from the beginning of the first or probationary year in the 
new trade chosen. 


Apprentices desirous of changing to the Diploma Course 
of tho University, must the Matriculation Examination 
and satisfy all the ( onditions laid down for admission to that 
course. 

Discipline — Strict workshop discipline will be enforced. 
Absence from workshop must bo preceded by a written 
application or followed by a satisfactory written explanation 
to the Foreman. Absence under any other condition is 
punishe<l by fine or expulsion. 

Unpnnctuality is a disqualification. Apprentices are 
not permitted to outer the shops if they are more than 
5 minutes late. 

No apprentice is allowed to enter any department but his 
own without thft permission of his own Foreman and the 
Foreman of the department concerned. 

Apprentices must show respect to all University Officials 
both within and without the College and at all times. 
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THK B1PIX3MA COURS15. 

The Diploma Courses ai*e intended to provide u sound 
practical training* coupled with a theoretical and scientific 
training. They are sub-divided into two courses: — 

(1) Mechanical and Kh^ttrical Engineering. 

(2) Civil Engineering. 

Students w’ho take the Diploma Course must at least have 
passed the Matriculation Examination of a TTniversit> 
established by Act of legislature. 

The course of study for the Licentiate ship covers in all 
four years, and the full Diploma of Associateship ot the 
Benares Hindu University will be awarded to the Tiicentiate 
who is able to produce eviden(?e which will satisfy the Syndi- 
cate that, after obtaining the Jjicentiateship, he has had not 
less than two years’ successful practice of liis profession, and 
that he has added substantially to liis knowledge and <iapab‘i- 
lity. Candidates for the Licentiutoship will be required to 
pass two University Examinations, riz\, the Preliminary an<l 
the Licentiateship, at both of which the lowest percentage 
for a bare pass is 60 per cent. 

The first two years are dcvotcHl to a. preliminary study of 
the Arts and Science common to Mechanical, Electrical and 
Uivil Engineering, and in acquiring elementary drawing offic’o 
and workshop technique. The Preliminary Examination is 
held at the end of the second year, and must be passed b(‘fore 
promotion to the third year. 

The third and fourth years are devoted to the Special 
Study of Mechanical and Electrical or Civil Engineering, and 
are followed by the Final Examination for the Licentiateship 
in the branch chosen. 
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'rilK IJIIOEEK COURSE. 

Tht^ Degfreo Courses are intended to provide a sound 
practical training, coupled with a more advanced theoretical 
and scientific training than can be given to the Diploma 
students. Students who take the Degree Course must at least 
have passed the Intermediate Examination with Mathematics, 
Physics and Chemistry, of a University established by Act 
of legislature. 

The course is an advanced one. The theoretical standard 
is not less than that of the Ix>ndon University, and the practi- 
cal standard is such that a student who completes the course 
will be not only familiar with modern workshop processes 
but also himself a workman of fair ability. 

The course of study and practical training for the 
University Degree in Meidianical and Electrical Engineering 
covers in all five years, of which the fifth year is entirely 
devoted to practical training, w’hich is carried out at some 
establishment 'outside the University. 


Candidates will be requiretl to pass four University 
Examinations : — 


1. 

At the end of the 1st year 

... I.Sc., 

Part 

I. 

2. 

Do. 

do. 

2nd year 

... I.Sc.. 

Part 

II. 


Do. 

do. 

Jlrd yeaJ’ 

... B.Sc., 

Part 

I. 

4. 

Do. 

do. 

4th year 

... B.Sc., 

Part 

n. 


The Degree 

of B.Sc. in Engineering will be 

awarded 


those students who produce evidence which will satisfy the 
Syndicate that they have spent not less than one year (250 
working days) in practical work or research, after passing 
the Final Examination for B.Se., Part IT. 
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CONDITIONS FOR ADMISSION. 

The “miniirmin standard required for admission in the 
Degree Course is that of the Intermediate Science with 

(1) Physics, 

(2) Chemistry, and 

(3) Mathematics. 

Applicants for the above course will note that the standard 
is a high one. If the applicant haa had some dijSiculty in 
passing I. Sc. Examination, he is advised not to apply for the 
Degree Course, as he will not be able to follow the course 
successfully. Candidates with “ third ” class qualification 
in I. Sc. Examination are not likely to be convsidered except 
under special circumstances. 

iV.5. — ^If a Ist Year Degree Class student fails to satisfy 
the examiners in the final examination, he will not be re- 
admitted in the 1st Year Degree Class. His application for 
the Diploma Course may, however, be considered with other 
applications, if ho chooses to apply for such a course. A 1st 
Year Diploma student having failed, will, under no circum- 
stances, be re-admitted. 

The “ minimum ” standard required for admission in 
the Diploma Course is that of the Matriculation with 

(1) Mathematics, 

(2) Physics, and 

(3) Chemistry. 

Here also, candidates with third c lass cjualifications 
are not likely to be considered. 

Only those students who are keen to help forward the 
industrial development of the country, and are prepared to 
make strenuous and continuous effort, bc^h physical and 
mental, for that purpose, need apply. 

There are no Guaranteed ” Appointments and no 
Guarant^d ’’ Prospects. 
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Age limit — No candidate over 21 years of ago can be 
admitted except^ ‘under special circumstances. (B.Sc. 
students, if they are slightly over age, may be considered.) 

Applications ' 

(1) Applications must be made in the Form prescribed 

by the college, and should reach Principal’s 
office before 15th June. 

(2) Incomplete applications will not bo considered. 

(3) Registration fee of rupees two must be sent by 

money-order. (Registration fee is not refund- 
able. ) 

(4) Tetters of rec*ommendation are considered only 

inasmuch as they certify the applicant’s 
character, and ability. 

The students applying for admission in the Engineering 
College, Benares Ilindii University, either for Degree or 
Diploma Courses from any Indian State as a State Scholar, 
must comply with the following: — 

(1) A certificate stating that he is a bona-fide subject 

of the State is to accompany the application. 

(2) The application must be forwardetl through the 

Minister of Education or Finance Member. 

(3) He should also state if he is recipient of any 

scholarship frdra the Durbar. 

At the time of final admission the following will be 
required : — 

(1) University and College Certificates in original. 

(2) Marks obtained at the University Examination (if 

avaAable) . 

(3) A character certificate from the Principal, of his 

School or College. 
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(4) A Medical Certificate (in the i)i'oscribed form) an 

shown on the back of the Application Form 
supplied herewith, signed by a Civil or Assistant 
Surgeon. 

(5) References as to character, ability and sportsman- 

ship. 

(6) Certifie<l copies of the entries against the name of 

the applicant in the enrolment register of the 
University from which he comes. 

Application for admission most reach Engineering 
College Office on or before 15th June^ after which no applica-- 
tion will be considered. To avoid disappointment, apply 
early in March, Apnl or May. The prospective c*andidate may 
send his last examination-result by wire if it is not available 
at the time of applying. 

The Admission Form with true copies of the certificates 
is to be forwarded under registered rover (marked on the 
envelope ‘‘ Application for admission into Uegree/Diploma 
Course to the Principal, Engineering College, Benares 
Hindu University. When it is received, an acknowledgment 
will be sent as follows: — 


JSNOlNEKHlNti COLIJKiK, 
BENARES IIINOIT UNIVERSITY. 

Dated the 192 


No 


Yourapplication in the prescribed form 

has been received. Your name re^stered. 

Tlie result will be communicated m due course. 


Principal'^ 
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The selected c|iiididate will receive a printed card as 
follows 

““ Telegraphii Address “ BENCO ** 

ENGINEERING COLLEGE, 
BENARES HINDU UNIVERSITY. 

Benares^ the 192 

No. A/ 

You have been SELECTED for admission into the 
DEGREE or the DIPLOMA COURSE of this College. 
The session starts on July, 19 .If you do 

not present yourself, or the fee which amounts to Rs. 59/12 
(fifty-nine rupees twelve annas for admission, etc.) does 
not reach the ofiice on or before the above-mentioned date, 
your admission is automatically cancelled. 


Principal^ 

N,B . — The candidate must present the card at the time 
of admission. 

If the candidate is not selected, he will also be informed 
as follows : — 

Telegraphic Address “ BENCO ” 

ENGINEERING COLLEGE, 
BENARES HINDU UNIVERSITY. 

No hcHures, the 102 

Referencte — Your Jipplication dated 

I regret diat^ou are not among the candidates selected 
for admission into this College. 


2 


Principal. 
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The selected candidate will be required to pay admission 
and other dues (which amount to Hs. 59-12) and to join the 
college before the opening date (usually 2nd Monday of July). 
The selected candidate is advised to send the money-order 
mentioning the admission number (such as A/51 or A/96) 
directly he receives the “ Selection ’’ Card, to ensure a seat 
in the college as well as in the hostel. If the selected student 
does not report himself in the Hostel a day earlier than the 
opening date, or his dues are not received on or before the 
opening date, his place will be given to another. If there is 
not sufficient time for ordinary money-order, a telegraphic 
money-order may be sent. 

Unless the student gets permission beforehand, he must 
not come to Benares on the chance of getting admitted. 

To avoid confusion, all communications must be sent to 
The Pkincipal, 

ENGINEERING COLLEGE, 

P. O. Hindu University, BENARES. 

If any reply is desired, a duly stamped and sufficiently 
addressed envelope must be sent. If a reply is required by 
telegram regarding the result of selection, a telegraphic form, 
duly stamped and sufficiently addressed, must be sent. 

Reference No. {e.g., A/40) and date must be given in 
any kind of enquiry, otherwise delay is likely to occur ia 
reply. 
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fkkS and expensEvS. 


Admission Fees (to be paid at the time of admission only) : — 




Ra. 

as. 

1. 

Admission Fee 

7 

0 

2. 

Enrolment Fee 

2 

0 

3. 

Caution Money Deposit ... 

25 

0 

4. 

Library Fee 

3 

0 

5. 

Tuition Fee 

15 

0 

(). 

Room Rent 

2 

0 

7. 

Athletic Club Entrance 




Fee 

1 

0 

8. 

Athletic Club Monthly Fe<' 

0 

8 

9. 

Electric Light 

1 

0 

10. 

Medical Examination Fee 

1 

0 

11, 

Medicine (Monthly) 

0 

4 

12. 

Common Room 

2 

0 


Rs. 12 


In case of withdrawal from the College in the very month 
)f admission, only the Caution Money is refundable. 


A sum of Rs. 18-12 is payable as monthly fees for ei^ht 
nonths as per detail given: — 


Tuition Fee 

Us. as. 
... 15 0 

Room Rent 

... 2 0 

Athletic Club . . . 

... 0 8 

Electric Light 

... 1 0 

Medicine 

... 0 4 


Rs. 18 12 


The probable monthly expense for a student 
tudying in this college is from Us. 40 to Bs. 60-. 
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No tuition fee is charged during the fifth year of practical 
-training. 

Fine for late payment of fees — Annas two per day up to a 
maximum of Rs. 3. 


EXAMINATION^ FEES. 

A fee is charged by the University for the following 
examinations : — 

Payable at the 


I.Sc. (Engineering), Part 

I ... 

Rs. 20 

end of 
Ist year. 

I. Sc. ,, ,, 

II ... 

„ 20 

2nd year. 

B.Sc. 

I ... 

„ 30 

3rd year. 

B.Sc. „ „ 

II ... 

„ 30 

4th year. 

Preliminary Examination 


20 

2nd year. 

Licentiate , , 

.... 

„ 30 

4th year. 


The above fees are to be paid about a month and a half 
before the commencement of each examination. If for any 
reason the student cannot appear in the examination, the fee 
is not refunded. 

Examination fees will not be accepted unless all the 
College dues are paid. 

Residence — The College is a residential one. No student 
is allowed to live outside the hostel premises except Vith the 
permission of the authorities. Permission is granted in cases 
where the student will reside with his guardian. Both Degree 
and Diploma students live in the same hostel and pay the 
same hostel fees. 

Messing arrangements are managed by the students them- 
selves. Approximate monthly cost of messing is Rs. 15 to 
20 only. 

There are 44 kitchens for different sects, each of which 
contain abimt 10 to 15 members. There is a separate kitchen 
for Muhammadan students. 
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IMPORTANT RULES TO BE OBSERVED BY BOARDERS. 


1. The allotment of seats will rest entirely with the 
Assistant Warden of the block, who may change the seat at 
any time he might think lit. No student shall change his 
room except with the permission of the Assistant Warden or 
Assistant Wardens concerned. 

2. Each mess, when managed by students, shall, as a 
rule, consist of not less than ten boarders for which a kitchen 
will be provided free of charge. 

3. Separate kitchens for a smaller number of students 
than ten will, if available, be provided on payment of Rs. 2 
per mensem therefor, but in cases when» they are required 
owing to religious or caste (‘onsiderations, no rent will be 
charged for them. 

4. Private servants in the hostel must bo approved by 
and be subject to the authority and discipline of the Warden 
and Assistant Warden. 

5. All complaints against hostel servants vshall be made 
to the Assistant Warden as soon after the occurrence as 
possible. But a servant should, under no circumstances, be 
abused or beaten. A breach of this rule will render a boarder 
liable to a fine, while a repetition of such an offence will 
render him liable to expulsion. 

6. Non-vegetarian food will not be allowed to be brought 
within the hostel area. Students who cannot do without non- 
vegetarian food may use a kitchen which has been specially 
provided for the purpose outside the hostel area. 

7. No boarder shall accommodate a guest in his room 
without the permission of the Assistant Warden. Permis- 
sion to stay will not ordinarily be given for more than one day. 



20 


8. The roll will be called daily between 8 and 8-15 p.m. 
IS’o boarder shall be absent from the hostel after call without 
leave previously obtained in writing. Absence from roll call 
without leave shall render a student liable to a fine of Re. 1 
for the first time, and a repeated breach of this rule by any 
student shall render him liable to further disciplinary action 
which may amount to expulsion. Students who desire to be 
absent at the time of the roll call, must apply in writing 
before 10 a.m. on the same day, and should not leave the hostel 
without ascertaining that the application has been grante<l. 

9. The hours of rest at night in the hostel are from 
10 P.M. to 6 A.M. A bell will ring every day at 10 p.m. It 
is recommended that students should generally go to bed at 
that hour and rise not later than 5 a.m. when the bell will 
ring again every morning. 

10. From 6 to 7 a.m. in the morning and after 8-15 p.m. 
in the evening, silence must specially be observed in the hostel 
to enable students to pursue their studies quietly by them-» 
selves. Except in case of necessity, every student is expected 
to remain in his room during these hours and to devote his 
time to his studies. 

11. Any boarder found guilty of gross misconduct will 
be removed from the hostel by the Warden with the approval 
of the Pro-Vice-Chancellor. 

12. No boarder shall leave or remain outside Benares 
during term time except with the written permission of the 
Assistant Warden. Permission wdll not be usually granted 
without a letter from the parent or guardian. Such applies^ 
tion shall clearly state the number of days for which leave of 
absence is requested and the reason therefor. 

13. Except with the permission of the^Assistant Warden 
no music will be allowed in the hostel outside the hours 
prescribed therefor, viz., between 4-80 and 7-80 p.m. on work- 
ing days. -The Assistant Warden may stop music at any time 
if he considers it desirable to do so. 
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14. For acts of miscoinluci of a less serious kind, a 
boarder may be fined by the Assistant Warden up to a limit 
of Ks. 5, or tbe misconduct may be noted against bim in bis 
"Conduct Book. If, in tbe opinion of tbe Assistant Warden, 
tbe number of sucb acts and tbeir seriousness merit tbe 
punishment of expulsion from tbe liostol, wholly or for a 
period, be shall submit tbe case to the Pro-Vice-Gbancellor 
through tbe Warden. 

15. Boarders shall not bold any meetings or organise 
tiny activities in tbe hostel premises other than those which 
have been recognised as falling within the regular activities 
of the University students, without the permission of the 
Assistant Warden. 

16. No nolice shall be jiosted or circulated in the hostel 
without the countersignature of the Assistant Warden. 

17. Except when prevented by ill-health or some other 
reasonable cause, every student must take part in some game 
or sport, or take some physical exercise cveiy day. 

18. Every student is expected to ])ertorm Sandhya or say 
his prayer morning and evening by himself. But attendance 
at the common prayer, religious lectures and Ekadashi and 
other KatJias which may be prescribed from time to time, and 
a list of which will be exhibited at the hostel notice board, 
shall be compulsory in the case of all Hindu students. 
Absence from the religious instruction classes and such 
lectures and Kathas without good cause shall render a student 
liable to such penalty or penalties as the Students’ Residence 
Committee may think fit to impose. 

Attendance at the daily Katha, which is held for an hour 
■after lamp-light in the hostel ground, .shall be optional. 

19. Every student must attend the University functions, 
attendance at which is made obligatory by the Vice-Chancellor 
or Pro-Vice-Chancellor except when he is excused or pi:evented 
by some reasonable cause from doing so. 
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20. The inmate of a room is responsible for the care of 
all fittings and furniture in and near his room. Before leaving 
the hostel at the end of the session, he must return all the 
furniture to his Assistant Warden and obtain a receipt there- 
for. Any damage other than by fair wear and tear will be 
chargeable to him. 

21. The Assistant Warden shall take such action as he 
deems necessary to ensure general cleanliness in the hostel 
premises. No student shall bathe, wash or keep water pots 
in the verandah, cook any food in the room or commit any 
other nuisance within the hostel area. 

22. Boarders will be ordinarily attended by the Medical 
Officer of the hostel free of charge. 

23. An outside medical practitioner may be called by a 
boarder with the knowledge of the Hostel Medical Officer or 
the Assistant Warden, but in such cases the fees of the doctor 
consulted must be paid by the boarder. 

24. Boarders suffering from any infectious disease shall 
be segregated in quarters provided for the purpose, 

25. The Assistant Warden, on the recommendation of 
the Medical Officer, can and, with the approval of the Pro- 
Vice-Chancellor, shall exclude from the hostel a boarder suffer- 
ing from any disease which render*^ the sufferer unfit to reside 
in the hostel. 

26. Every boarder shall, on admission, be examined by 
the Medical Officer and thereafter periodically at least once a 
year, and a full record of the examination shall be kept with 
the Assistant Warden in the form prescribed by the Students^ 
Besidence Committee. 
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Besides the prescribed text-books, every student must 

procure the following at the time of admission : — 

L For Drawing Office work: — 

Stanley's Drawing Instruments, 

£ s. d. 

M2057. Bow Pencil, SJ-inch, with sector head 
joint, double knee joints and B needle 
points ... ... One 0 14 0 

M2()57. Bow Ink do. do. ... One 0 14 0 

M2043. Divider, 5-inch, with sector jointed 

head and Stanley’s improved hair 
spring ... ... One 0 9 6 

M2111. Drawing Pen, Stanley’s improved One 0 8 6 

M2098. Spring Bows, 3-inch, Ink, Pencil and 

Divider with B needle points One set 1 10 0* 

M2972. Rectangular Protractor, 6-inch, best 

quality Ivory ... ... One 0 12 0 

M8059. Stanley’s Transparent Celluloid Set 

Squares of best quality, 6" ^45^, 

8"x60'° One pair 0 3 0- 

M2788. French Curve, transparent celluloid, 

No. 5, Stanley’s ... One 0 2 6 

Stanley’s Boxwood, Oval Section Engin- 
eers’ Scale, 12-inch, containing J, J, 

J, ^ and full size scales ... One 0 4 6 

£4 18 0 

Approximately ... Rs. *75 O 0 
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II. For Workshop use: — 

1. Carpenter’s Chisels— J", i", V, i% 1" ... One 

of each size with boxwood handles. 

2. Steel Foot-inle — one foot ... One. 

3. IJ" lock — galvanized or brass ... One (tor 

Workshop Cupboard). 

III. For Hostel use: — 

1. One Bucket {Balti). 

2. One Dish {Theda or Thali), 

3. One Cup {K at ora, Bati), 

4. One Tumbler. 

6. One 2" Ix)ck and Key with duplicate keys for their 
room. 

6. One Mosquito Net. 

7. One Lantern. 


SANDWICH SYSTEM. 

According to this system the Session (July to April) is 
•divided into two parts, one half being devoted entirely to 
practical work and the other half entirely to theoretical class 
work. 

By working on this system, students are able to make 
more satisfactory progress and to attain greater facility at 
practical work than is possible by attending workshop for 
short and disjointed periods. It also enables the third and 
fourth year students to take their practical training in approv- 
•ed Mills, Factories, Power Stations, etc., outside the TJniver- 
«ity. 
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N,B , — The following is a list of employers of 3rd and 4th 
year students during the seesion 1926-27 : — 

1. Ajmer Power House. 

2. Hydro-Electric Power House, Naini Tal. 

3. Tata Iron and Steel Company. 

4. D.-H. Railway, Tindharia. 

5. Tata Hydro Electric Power Supply, Ld., Bombay. 

6. Shillong Hydro-Electric Co., Ld. 

7. Jessop & Co., Calcutta. 

8. Bengal-Nagpur Railway Co., lid., Kharagpur. 

9. Tata Hydro-Electric Power ‘Supply, T^d. 

10. The Andhra Valley Power Supply Co., Ld 

Bombay. 

11. Heatly & Gresham, IaI., 9, Fort Street, Bombay. 

12. E. I. Railway Ta)co. Workshop, Jamalpur. 

13. Vulcan Iron Works, Ld., 172, lAjwer Circidar 

Road, Calcutta. 

14. Richardson & Cruddas, J'iUgineers and Iron 

Foimders, Bombay. 

15. His Highness The Kizani’s Mint Workshop. 

16. The Calcutta Tramways Co., TaI., Power Station, 

Calcutta. 

17. Messrs. Burn & Co., Ld., Ship Builders, Howrah. 

18. Nainital City Board Electric Supply. 

19. Kotah State P.W.D. 

20. B.-B. & 0. I. Railway Co., IaI., Ajmer. 

21. Upper India Paper Mills Co., IaI., Lucknow. 

22. The Commissioners for the Port of Calcutta, King 

George’s Dock. 
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23. The Indian Iron and Steel Co.^ Ld. 

24. The Calcutta Electric Supply Corporation, Ld.,. 

Calcutta. 

25. Electric Power Supply Works, Jammu and 

Kashmir. 

26. The TJ. P. Electric Supply Co., Ld., Lucknow. 

27. Messrs. James Park and Co., Narkaldanga Jute 

Mills, Calcutta. 

28. Wellington Engineering Works (India), Ld.,, 

Calcutta. 

29. Delhi Electric Supply and Vickers & Peters, Ld. 

30. Water Works, Benares. 

31. Government Power House, Delhi. 

32. Cawnpore Electric Supply Corporation, Ijd. 

33. Cochin State Forest Tramway, Chalakuddi. 

34. Rohilkund and Kumaon Railway Co., Ld., Izat- 

nagax. 

35. Lahore Electric Supply Co., Ld., Laliore. 

36. Water Works Power House, Patiala. 

37. Bombay Electric Supply & Tramway Co., Ld.,. 

Bombay. 

38. U. P. Electric Supply Co., Ld., Allahabad. 

39. The Eastern Coal Co., Ld., Bhourah, Jharia. 

40. Govt, of Mysore Electric Department. 

41. B.-B. & C. I. Railway Electrical Workshop,. 

Bidsar. 

Working hours at the College and W orksho^p for students : — 

Meal and rest time 11 a.m. 
to 1 P.M. 

Saturday 8 a.m. to 11 a.m. ... No work in the afternoon. 


Mraday tg / 8 a.m. to 11 a.m. 
Fnday! *(,1 p.m. to 4 p.m. 
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LIST OF HOLIDAYS. 


Hathajatra 

... 1 day. 

Nagpanchami 

... 1 day. 

Janmasthami 

... 2 days. 

Anaiit Chaudas 

... 1 day. 

Matrinavami 

... 1 day. 

Bishwakarraa Puja 

... 1 day. 

Mahalaya Amawas 

... 1 day. 

Durga Pxija and Dewali ... 

... 30 days. 

Christmas 

... 10 days. 

Xew Year\s Day 

... 1 day. 

Makar Saiikranti 

... 1 day. 

Basanta Panchami 

... 2 days. 

Shiva Ratri 

... 2 days. 

Holi 

... 2 days. 

Ramnavami 

... 1 day. 

Good Friday 

... 1 day. 

Chaitra Sankranti 

... 1 day. 

Dashera 

... 1 day. 

King-Emperor’s Birthday 

... 1 day. 


N,B , — Besides the ahoye holidays, the College will be 
closed on account of Lunar and Solar Eclipses, if visible during 
the year, and on the Somavati Amawases. 

The College vill remain closed for about two months for 
the Summer vacation. 

Muhammadans will be given leave on the occa'sions* of Id, 
Bakrid and Moharnnn. 



EXAMINATIONS. 


Before being admitted to each examination, either in 
Degree or Diploma, the candidate must produce certificates 
to show that he has satisfactorily completed the course for 
the Examination, that his “ Attendance ” in College and in 
Workshop has been more than 75 per cent., that his conduct 
has been satisfactory, and that he has obtained not less than 
60 per cent, of the total marks awarded for the Sessional 
Work in the Shops, Laboratories and Drawing Offices. A 
satisfactory report from his employer for any practical work 
that he may do outside the College will also be required. A 
daily report is to be kept by the student and submitted to the 
authorities on his return to the College. 


RULES or COIiLEGE DTSCTPIJNE. 


Students are bound by the rules of discipline laid down 
by the University and miist obey such orders as may be issued 
from time to time by the Principal. 

Rettpiovs imtnictron and lectures are delivered by quali- 
fied Pundits to all Hindu studentsi and regular EkadasJii 
Katha^ are held twice a month. All Hindu students are 
required to attend this function. 

Students are held responsible for any books, machines,, 
instruments, tools and materials placed in their charge. In 
case of loss or damage arising from carelessness they jmust 
pay the cost. 

Loose^^arments are not allowed in the Workshops or near 
running machinery. Students from Drawing Office or Classes 
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are not admitted in tlie shops in such garments. Students 
must provide themselves with Khaki Shirts and Shorts. In 
order to avoid accident Punjabi and Sikh students are required^ 
while in Workshops, to make their turbans as small and 
compact as possible. 

University authorities do not allow any compensation to- 
any student meeting with an accident of whatsoever kind in 
the shop. 

Annaa two per day are charged for late payment of fees to 
a maximum of Rs. 3 (rupees three) when the student’s name 
is struck off the College Rolls, and the attendance in class or 
in workshops, 'wherever the student happens to be working, 
is not taken down or counted from the date of order. Na 
excuse is accepted. (Guardians are requested not to put their 
w-ards to unnecessary anxiety and risk.) 

No student is permitted to enter a Workshop, Drawing 
Office or Laboratoiy unless invited to do so by the Teacher in 
charge of it. 

No student is permitted to enter a Class Room, Work- 
shop or Laboratory" more than five minutes late. 

Every teacher in the College has authority to demand 
immediate obedience and respect from any student, either 
within or without the College and at all times. 

In case of serious misconduct or habitual idleness the 
punishment may be accompanied by the entry of the offender’s 
name in the Conduct Book. When the name of a student has 
been entered thrice in the Conduct Book, ho shall be liable 
to expulsion from the College. A student must complete his 
course for the Degree or Diploma within six years. 

A student desiring leave of absence must apply to the- 
Principal. For absence without leave, he will be liable to a 
fine of four annas a day or period, and if the absence exceeds 
a fortnight, his name may be struck off. 
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No student who has suffered from any infectious disease 
shall be allowed to attend his class withbut a medical certifi- 
•cate stating that he is free from infection. 

Students are required to keep the Principal informed of 
their addresses. Any alteration of address must be communi- 
'Cated without delay. 

A student expelled for idleness or misconduct shall forfeit 
all fees and privileges. 


ATHLETIC CLUB. 

All students must join the Athletic Club. The club 
includes the following sections: — 

Football. 

Cricket. 

Hockey. 

Tennis. 

Gymnasium. 

Volley Ball. 

Basket Ball. 

Badminton. 

The club is managed by a committee elected at the 
beginning of every session. This committee is in charge of 
all the athletic activities of the College, and makes its own 
budget from the grant made for the athletic department by 
the TJnivepity Council. The Principal is the ex-officio 
president of the athletic club. 
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FXlVrJtSlTY TRAINING VORVS. 

There is at present a detachment of the ‘‘ D Company, 
«‘h’d (F. P.) Battalion U.T.C., I.T.F., consisting* of 3 pla- 
toons, for the military training of students in the Benares 
Hindu XTniversity, and there is every likelihood of this 
detachment being raised to a full company, consisting of 4 
platoons, shortly, wiih the sanction of the Government. The 
platoons are open for enrolment only to those Engineering 
College students who are sufficiently developed physically to- 
fulfil militaiw requirements. This training is optional. 
Tnteding applicants for enrolment in the crops must note 
that withdrawals from the corps, when once enrolled, are not 
allowed, as long as they stay in the University for study, on 
any grounds whatsoever, except on a Medical Certificate for 
permanent deterioration of health. They should also note 
that they may ho required to spend a portion of their Rummer 
or Puja Vacation (about 15 days) in the Camp for Military 
Training, as they cannot leave colleges for this during the 
courses of their study. The parades are generally held at 
about 5 or 5-30 in the evening, for one hour, three times a 
week. When inconvenient owing to any other College or 
University activities, they are held in the morning at about 
0 or 0-30. 
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SYLLABUSES 






Portion of Machine Shop. 


IIEGUT.ATIONS FOB DEGREE COURSE 
EXAMINATIONS. 


Bachelor of Science (Engineering). 

1. Before being admitted to the Engineering College of 
the Benares Hindu University, a candidate, who wishes to 
take the courses for the degree of Bachelor of Science 
(Engineering), must have passed the Intermediate Examinar 
tion with Mathematics, Physics and Chemistiy of the Benares 
Hindu University or of any other Indian University or the 
Board of High School and Intennediate Education established 
by Act of the Legislature or the corresponding examination, 
with the Sixme subjects, of any other University in a British 
Province or any Native State which, on the advice of the 
Syndicate, shall at any time be recognised by the Government 
of India as qualifying for admission, provided that a student 
who passed his B.A. or B.Sc. examination with Mathematics 
and his Intermediate Examination with Mathematics and only 
one of the remaining siibjeets mentioned in the preceding 
part of the Regulation shall be eligible for admission to the 
-courses for the degree of Bachelor of Science in Engineering if 
he passes a special examination to be conducted by the 
Principal of the Engineering College of this University at 
the commencement of the session at this University in the 
remaining subjects in the course prescribed in Pure Science 
for the Intermediate Examination in the Faculties of Arts 
and Science. He must also produce a certificate, signed by 
the Principal of his College, that his conduct and behaviour 
have been satisfactory. 

2. The Degree Course covers in all five years, the first 
two years being devoted to the Intermediate Course in 
Engineering, the third and the fourth years to* the Degree 
Course, and the fifth year solely to practical training or 
research. 
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3. Candidates will be required *to pass four examina- 
tions : — ' 

First Tear ... Intermediate Examination, Part I. 

Second Year ... Intermediate Examination, Part II. 

Third Year ... Degree Examination, Part I. 

Fourth Year ... Degree Examination, Part II. 


4. Before being admitted to each one of the examina- 
tions the candidate must produce certificates to show that he- 
has satisfactorily completed the course prescribed for that 
examination, that his conduct in the College and in the Work- 
shops has been satisfactory, that he has obtained not less 
than 60 per cent, of the total marks awarded for sessional 
work in the Shops, Engineering Laboratories, and at any 
special workshop examinations that may have been held. 


Intermediate Examination, Part I. 


6. Intermediate Examination, Part I, shall be held once 
a year at Benares, at such time and on such dates as the 
Syndicate may prescribe. 

6. No candidate shall be admitted to the examination 
unless he has prosecuted a regiilax course of study for not 
less than one year in the Engineering College of this 
University. 

7. A candidate shall apply to the Registrar in such 
form as the Syndicate may prescribe. His application and fee 
shall be despatched through the prescribed channel so as to 
reach the Ri&gistrar at least thirty days before the commence- 
ment of the examination. 
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8. A candidate who has completed a regular course of 
study in the UniTersity or in a constituent college for the 
Intermediate Examination in Engineering, Part I, but fails 
to pass, or to appear may be admitted with the permission 
of the Syndicate without further attendance to a subsequent 
Intermediate Examination in Engineering on a new application 
and on payment of a further fee. 

9. The subjects of examination shall be: 

(1) Mathematics. 

(2) Applied Mechanics. 

(3) Engineering Chemistry. 

(4) Building and Surveying. 

(5) Metallurgy. 

(6) Heat Engines. 

(7) Mechanical Drawing. 

(8) Practical Geometry. 

(9) Electrical Engineering. 


Intermediate Examination, Part II. 

10. The Intermediate Examination, Part II, shall be 
held once a year at Benares, at such time and on such dates 
as the Syndicate may prescribe. 

11. No candidate shall be admitted to this examination 
unless he has passed the Intermediate Examination, Part I, 
and prosecuted a regular course of study thereafter fqr not 
less than one year in the Engineering College of this 
University. 





12. A candidate shall apply to tho Registrar in such 
form as the Syndicate may prescribe. His application and 
fee shall be despatched through the prescribed channel so as 
to reach the Registrar at least thirty days before the com- 
mencement of the examination. 

IS. A candidate who has completed a regular course of 
study in the University or in a constituent college for the 
Intermediate Examination in Engineering, Part II, but fails 
to pass or to appear, may be admitted with the permission of 
the Syndicate without further attendance 1o a subsequent 
Intermediate Examination in Engineering on a new applica- 
tion and on payment of a further fee. 

14. The subjects of the examination shall be: 

(1) Mathematics. 

(2) Heat Engines. 

(3) Applied Mechanics. 

(4) Practical Geometry. 

(5) Electrical Engineering, 

(6) Mechanical Drawing. 


Bachelor of Science (Engineering) Exanunationi Part I. 


16. The examination for the degree of Bachelor of 
Science (Engineering), Part I, shall be held once a year, at 
Beniores, at euch time and on such dates as the Syndicate may 
prescribe. 
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IG. No candidate shall be admitted to the atove exami- 
nation, unless he has passcnl the Intermediate Examination, 
Part II, of this University, and prosecuted a regular course 
•of study thereafter for not less than one year in the Engine- 
^ering College of this University. 

17. A candidate shall apply to the Registrar, ia such 
form a.s the Syndicate may prescribe. His application and 
fee shall he despatched through the prescribed channel, so as 
io reach the Registrar at least thirty days before the com- 
mencement of the examination. 

18. A candidate who has completed a regular course of 
study in the I^niversity or in a constituent college for the 
B.Sc. (Engineering) Examination, Part I, hut fails to pass, 
<iT to appear, may he admitted with the permission of the 
Syndicate without attendance to a subsequent examination 
for the same degree, on a new application and on payment of 
a further fee. 

19. The examination shall be conducted by means of 
])apers and may include a viva voce test in subjects which 
^idmit of it. 

20. The subjects of examination shall he : 

(1) Strength of Materials. 

(2) Theory of Structures. 

(3) Structural Design. 

(4) Theoiy of Machines. 

(5) Hydraulics. 

(6) Mechanical Drawing. 

(7) Heat Engines. 

(8) Engine Design. 

(9) Electrical Engineering, Paper I. 

flO) Electrical Engineering, Paper II. 

(11) Design of Electrical Machines. . 

(12) Design of Electrical Installations. 
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Bachelor of Science (Engineering) Exanunation, Part II. 

21. The examination for the degree of Bachelor of 
Science (Engineering) , Part II, shall be held once a year, at 
Benares, at such time and on such dates as the Syndicate may 
prescribe. 

22. "No candidate shall be admitted to the above examina- 
tion, unless he has passed the Degree Examination (Engine- 
ering), Part I, of this University, and prosecuted a regular 
course of study thereafter for not less than one year in the 
Engineering College of this University. 

23. A candidate shall apply to the Registrar, in such 
form as the Syndicate may prescribe. His application 
and fee shall be despatched through the prescribed channel, so- 
ns to reach the Registrar at least thirty days before the com- 
mencement of the examination. 

24. A candidate who has completed a regular course of 
study in the University or any constituent college for the 
B.Sc. Degree Examination in Engineering, Part II, but has 
failed to pass or to appear at the said examination, may be^ 
admitted with the permission of the Syndicate to a subsequent 
examination in the same subject and in the same branch on 
a new application and on payment of a further fee. 

25. The examination shall be conducted by means of 
papers, and may include a rira rare test, in subjects which 
admit of it. 

2G. The subjects of examination shall be : 

(1) Properties of Materials. 

(2) Theory of Structures. 

(3) Structural Design. 

(4) Hydraulics. 

(5) Hydro-electric Technology. 

^(6) Machine and Engine Design. 
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(7) Bi^at Engines. 

(8) Electrical Engineering, A. 

(9) Electrical Engineering, B. 

(10) Design of Electrical Installations. 

(11) Business Method. 

(12) Workshop Management. 

(13) Craftsmanship (or Approved External! 

Practice). 


Fifth Year’s Course. 

27. Candidates who have passed Part II of the Examina- 
tion for the Degree of Bachelor of Science (Engineering), 
shall be admitted to the Degree of Bachelor of Science- 
(Engineering) only on producing evidence that will satisfy 
the Syndicate that they have spent not less than one year in 
practical work or research. 



REGULATIONS FOR DIPLOMA COURSE 
EXAMINATIONS. 


Engineering Diplomas. 


1. Before being admitted to the Engineering College of 
the Benares Hindu University, a candidate, who wishes to 
take the courses for the Engineering Diplomas, must have 
passed the Admission Examination of the Benares Hindu 
University or the Matriculation Examination of an Indian 
University established by an Act of the T^egislature or any 
'School Leaving or High School Examination recognised by 
Ihe Syndicate as equivalent to it. He must also produce a 
‘<^ertificate signed by the Principal of his School or College that 
his conduct and behaviour have been satisfactory. 

2. The Diploma Course for the Iiicentiateship in 
Engineering covers in all four years, the first two years being 
•devoted to the Preliminary Course in Engineering and the 
third and fourth years to specialization as a University student 
In one of the branches of Engineering hereinafter mentioned. 

3. The Diploma of Associate in Engineering may be 
•awarded to the licentiate who has been engaged in responsible 
Engineering Work for a period of not less than two years 
after he has gained his Licentiateship. 

4. Candidates will be required to pass two University 
Examinations. 

The Preliminary Engineering Examination at the end of 
■the second year. 

The Pinfel* Diploma Examination at the end of the fourth 
year. . 
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5. Before being admitted to each one of flie exaniina-- 
tions, the candidafe must produce certificates to show that 
he has satisfactorily completed the course j^rescribed for that 
examination, that his conduct in the College and in the Work- 
shops has been satisfactory, that he has obtained not less 
than 60 per cent, of the total marks awarded during the 
preceding sessions for work done in the Shops, Drawing- 
Offices and Engineering Tiaboratories, and of the total marks- 
awarded at the Periodical Examinations that have been held 
during the preceding sessions. 


Preliminary Examination 
for 

Engineering Diplomas. 

6. The Preliminary Diploma Examination shall be helcT 
once a year, at Benares, at such time and on such dates as the’ 
Syndicate may prescribe. 

7. No candidate shall be admitted to this examination, 
unless he has prosecuted a regular course of stiidy and practice 
for not less than two years in the Diploma Course of the 
Engineering College of this University. 

8. A student who has been entered for the Degree- 
Course in Engineering may, with the special sanction of the 
Principal, be transferred to the Diploma Course at any time- 
during the first two years, counting the time he has studied in 
the Degree Course towards the time required for the Diploma 
Course. In such cases the Principal at his discretion may 
waive the requirement of a 60 per cent, minimum of the marks 
secured in the Degree Classes and Examinations. 

9. A candidate shall apply to the Eegistrar, in such 
form as the Syndicate may prescribe. His application and* 
fee shall be despatched through the prescribed channel, so as- 
to reach the Eegistrar at least thirty days before .the com- 
mencement of the examination. 
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10. A 'candidate who fails to pass, may be re-admitted 
to a subsequent examination, on a new application and payment 
•of a further fee, provided he shall have prosecuted a regular 
course of study for one year in the Engineering College of 
this University since the date of the last examination. 


11. The subjects of the examination shall be : 


<}roup I 


Mathematics, Paper I. 

••• \ 2. 

Mathematics, Paper II. 


( 3. 

Heat Engines. 

♦Group II 

... } 4. 

Applied Mechanics. 


1 5 - 

Mechanical Drawing. 


( C. 

Building and Civil Engineer- 

Group III 

• 1 .. 

ing Drawing. 

Surveying. 


r 8. 

Chemistiy for Engineers. 

Group IV 

... ) 9. 

Physics for Engineers. 


]io. 

Elecrical Engineering. 


Final Examination for the Diploma of 
Licentiate of the Benares Hindu University in — 

(1) Mechanical and Electrical Engineering. 

(2) Civil Engineering. 

12. The Final Examination for the Diploma of Licenti- 
ate in Engineering shall be held once a year, at Benares, at 
such time and on such dates as the Syndicate may prescribe. 

13. No candidate shall be admitted to the above exami- 
nation, unless he has pa.ssed the Preliminary Examination 
for the Engineering Diplomas or the I.Sc. (Engineering), 
Part II, of the University, and prosecuted a regular course of 
study and practice thereafter for not less than two years in 
the Diplonia . Course of the Engineering College of the 
University. 
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14. A candidate shall apply to the Registrar, in such 
form as the Syndicate may prescribe. His application and 
fee shall be despatched through the prescribed channel, so as 
to reach the Registrar at least thirty days before the com- 
mencement of the examination. 

15. A candidate who fails to pass, may be re-admitted 
to a subsequent examination, on a new application and pay- 
ment of a further fee. 

16. For the Tiicentiate in Mechanical and Electrical 
Engineering, ihe subjects of the examination shall be: 

(1) Applied Mechanics. 

(2) Prime Movers. 

(»‘l) Continuous Currents. 

(4) Alteniating Currents. 

(5) Workshop Management. 

(6) Drawing. 

(7) Design. 

(8) Craftsmanship. 

17. For the Licentiate in Civil Engineering, the subjects 
of examination shall be: 

(1) Suiweying. 

(2) Structural Drawing and Design. 

(3) Hydratdics, Water-works, Irrigation and 

Sanitation. 

(4) Construction of Roads and Railways and 

Structures. 

(5) Office Routine and Estimates. 

18. No candidate shall be allowed to present himself 
for more than one of the above branches of Engineering in 
one year, and no candidate may present himself for a second 
branch until he has obtained his Associateship in the first 
branch. 
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19. the Diploma of Associate of the Benares Hinche^ 
University^ in 

(1) Mechanical and Electrical Engineering, 

or 

(2) Civil Engineering 

will be awarded to the Licentiate who is able to produce evi- 
dence which will satisfy the Syndicate that he has been not 
less than two years in the successful practice of his profession 
after obtaining the licentiateship and that he has substantially 
added to his knowledge and capability. This further experi- 
ence should preferably be gained in the ordinary pursuit of 
the profession of Engineering, but study or work within the^ 
Engineering College is not barred. 



SYLLABUSES. 


I.Sc. Part I. 

The fTioupinpr in the [.Sr., Part I, Course shall be ns 
follows : — 

(jrouj) I — 

Alatheiuatirs (2 papers) ... 100 marks each. 

Group II — 

Enj»liieerin^ Ghemistiy ... 50 marks 

and 

Kug'ineerin^r ^feiallurpry ... 50 marks. 

Group III— 

Building ... ... 50 marks. 

Surveying ... ... 50 marks. 

Group IV— 

Electrical Engineering (2 papers) 50 marks each. 
Group A" — 

Ai)plied Mechanics .. ... 50 marks. 

Heat Engines ... ... 50 mark.s. 

Group VI — 

Practical (Geometry (I paper) ... 100 marks. 

Mechanical Drawing (1 paper) ... 100 marks. 

• Total ... 800 marks. 

Minimum pass marks per Group ... 40 per. cent*. 

Minimum pass marks on Aggregate ... 40 per cent. 

4 
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Mathematics. 

There will be two papers, each of three hours’ duration : — 

(1) The first paper will be on Co-ordinate Geometry, 

Practical Geometry, Differential Calculus and 

Integral Calculus. 

(2) The second paper will be on the remaining portion 

of the syllabus. 

A brief revision ot the Inter-Science Syllabus, with a 
more advanced treatment of certain parts, will precede the 
following : — 

The study of tlie graphs of the functions ax^, ae^*, 
a Sin (bx + e) and of combinations of these. Graphical solu- 
tion of equations with numerical coefficients. Determination 
of the equation of a given curve. Slope of a cuiwe. Nomo- 
grams, their principle and use. 

Co-ordinate Geometry , — Elementary introduction. Carter 
sian and polar co-ordinates. Equations and properties of 
the Straight Line, Circle, Parabola, Ellipse and Hyperbola. 

Practical Geometry, — Construction of ellipse, hyperbola, 
parabola, cycloidal curves, involutes, spirals. Envelopes and 
Similar Curves. 

Differential Calculvs, — ^Limits, Differential co-efficients, 
Eules of differentiation. Geometrical and Mechanical illustra- 
tions, Tangents, Normals, Sub-tangents, Sub-normals, Con- 
vexity, Concavity, Points of inflexion, Curvature, Eadius of 
curvature. Centre of curvature, Maxima and Minima of one 
independent variable. 

Integral Calculus, — Elementary forms of integration. 
Definite and Indefinite Integration, Areas, Approximations, 
Lengths of curves, Surfaces and Volumes of Solids of revolu- 
tion, Centres of Gravity, Moments of Inertia, Dynamical 
Applicafibns. 
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Mechaivws. — Displacement, Velocity, and Acceleration: 
their composition and resolution, Relative Velocity, Project- 
iles, Mass, Momentum, Poree, the Laws of Motion, Motion of 
simple systems. Work, Power, Energy, Uniform Circular 
motion, Centripetal and Centrifugal force. Motion in a Ver- 
tical Circle, Simple Harmonic Motion, Simple Pendulum, De- 
termination of ^ g.’ 

Resolution and Composition of Forces, Parallel Forces, 
Moments, Couples. 

Equilibrium of forces at a point. 

Laws of Friction, Simple Machines with and without 
friction. 

Stable, Unstable and Neutral Equilibrium. 

Hydrostatics.— VresHMie of a fluid, Transmission of pres- 
sures, through a fluid. Pressure on immersed surfaces. Centre 
of pressure. Condition of equilibrium of a floating body, 
Archimedes’ principle. Specific gravity. 

Rooks recommended : — 

Mathematics for Engineers, Vols. I and II, by W. N, 
Rose. 

Differential Calculus by Philips. 

Integral Calculus by Philips. 

Co-ordinate Geometry by Fawdry. 

Mechanics for Engineers by Morley, 


Engineering Chemistry. 

Introduction . — definition and Explanation of terms of 
importance in Chemistry as applied to Engineering Problems 
and with special reference to the properties, composition and 
application of materials used by the Engineer. 
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Getieral Chem'ntry , — A previous knowled^^e of Elemen- 
tary Chemistry is assumed. The Laws *of Chemical Compo- 
sition and Chemical Change, the general properties of gases ^ 
vapours and liquids, Oxidation and Reduction, (V)ml)ustion, 
Thermocliemistry, Dissociation, Electrolysis and Electrolytic 
action, Acids, Bases and salts. Chemical calculation illus- 
trative of the fundamental principles of chemistry. 

\V (tier for Steaiti Gencrafton . — Good and bad boiler water. 
Methods of testing the suitability or otherwise of water for 
purposes of steam generation. Losses and dangers due to llie 
use of unsuitable water. AVater softeners and purifiers. 
Boiler Scale, its prevention and removal. 

Fuels. — Classification; Solid, liquid, gaseous; Assay of 
coal ; Manufacture of coke ; Spontaneous combustion in Storetl 
coal. Factors governing selection and purchase of Indian 
Coals. Tiiquid Fuels. Tlie petroleum products. Gaseous 
Fuels and gas producers. Sampling and testing of fuels. 

Luhricdnis . — Fundamental recjuirements. The examina- 
tion and selection of lubricants, (’ooling li(|uids and lubri,- 
cants for cutting tools. 

Practical Demonstrations. — A short (*ourse in fuel and 
oil testing. Testing of feed Avater and flue gases. 


Engineering Metallurgy. 

Introduction . — Definitions and explanation of terms used 
in Metallurgy. !Metals of importance to the Engineer. Their 
physical and mechanical properties. 

General . — Discussion of the nature and objects of metal- 
lurgical processes. Chief physical properties of metals and 
alloys. General properties of fluxes and slags. Refractories. 

Iron and Steel . — Pig Iron. The impurities of Pig Iron. 
Various ^ades and qualities of Pig, their selection and uses. 



51 


Ca.^t Iron and its uses. Methods of prodindiif? sound cast- 
ings. Malleable castings. Foundry work and Pattern mak- 
ing. 

WioiHfht Iron . — Properties and defects of AVrouglit Iron. 
Mel bods of testing, Welding. 

Sferl . — (Uassification and methods of manufactuie. Pro- 
l)eities and defects of Steel. Case Hardening. Methods of 
testing. Heat tieatnient and methods of working. Carbon 
and Alloy Steels. Busting and Corrosion. Methods of Pre- 
servation of Steel and Iron. 

Copper . — Properties and methods of working. Csefnl 
alloys of Copper and the pioduction of castings. 

AJn minium . — Properties and methods of working. Tim 
alloys of aluminium and the production of casting. 

Other useful Metals . — The chief properties and uses of 
!Zinc, Tin, Lead, Bismuth, Antimony, Nickel and Manganese. 

Practical Demoust tafion — will be given in Foundry 
brk. Welding and Soldering and in the Testing Laboratory. 


Building and Building Materials. 

Materials of Construction. — Structure, Classification and 
<-haracteristic qualities of building stones, preparation of 
bricks and tiles, cementing materials, concrete, mortar, plast- 
ers, paints and varnishes, timber, iron and steel, glass, lead, 
copper, zinc, and the common alloys; soldering. 

Details of Construction (with special reference to Elec- 
trical and Mechanical Engineers’ requirements). — Selection 
of site ; pidnciples of building design ; bearing pow’er of soils ; 
piles and pile driving; kinds of foundation brick and, stone 
masonry; walls; damp-proof courses; floors and roofs of build- 
ings ; arches ; joints used in woodwork ; doors at d windows ; 
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wood and iron, roof-trusses ; staircases; Jle-iiiforced concrete 
and brick- work; Earthwork; Erection of brick-chimneys for 
boilers ; foundations and machinery fixing ; materials for 
foundations ; holding-down bolts and anchor-plates ; construc- 
tion of foundations ; vibration ; its causes and effects ; methods 
of isolating machinery; fixing of electric motors. 

Maintenance and repairs of buildings. Building Regula- 
tions. Elementary Sanitation. Artesian Wells. 

PRAcriCAi. Work. 

(1) A brick-field project, from a study of the University 

brick-field. 

(2) Manufacturing Narea Tiles on a potter’s wheel. 

(3) Putting down bore-holes through soft ground and hard 

beds. 

( 4 ) Ground Tracing of a building from plan. 

(6) Drawing of a simple building from measurement. 

( 6 ) Estimating quantities and cost of above, and calculating 
rate per square foot of plinth area. 

CT) Schedule of rates of materials and of labour prevailing 
in the student’s district. 


Surveying. 

Measurement of distances; 100 ft. chain and Gunter’s 
chain; ranging rods and flags; measuring lines on level and 
sloping ground; obstacles; sources of error in chaining and 
correction thereof ; steoidardisation of chaijps. 

Conventional signs; applications of geometry, mensura- 
tion, and . trigonometry ; Methods of carrying out a chain 
survey ; ^e-lines ; offsets ; cross-staff and optical square ; 
n^ethods of booking and plotting. 
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Traverse survey with Prismatic and Surveying compasses ; 
Magnetic North and Time North; method of suiweying with a 
compass in the presence of iron; adjustments of closing error 
in plotting. 

Levelling; construction, adjustments and uses of the 
Dumpy and T-levels; Abney Level; Level staff; common 
sources of error in levelling; Datum Line; Bench Marks; 
methods of booking; plotting level sections; contouring; cor- 
rections necessary for the curvature of the Earth and Refrac- 
tion ; flying levels ; check levels ; reciprocal levelling ; Traverse 
survey with a Transit Theodolite; adjustments of a transit 
theodolite; measurement of horizontal and vertical angles; 
taking magnetic bearings with a theodolite; Gale^s Traverse 
system; Tacheometry. 

Methods of loose and fast needle surveying with a miner’s 
dial; methods of connecting underground and surface sur- 
veys ; Surveying with the Plane Table ; by magnetic bearings ; 
by the back and foi'ward ray systems; and by Intersection and 
Interpolation; the “ three-point and “two-point'^ 
problems. 

Laying out simple Railway (curves by chord and offsets 
method and by theodolites. 

Useful problems. 


PlUCTICAL WoiiK. 

(1) A course of field work corresponding to the above. 

(2) Determination of the Meridian by noting the direc- 

tion of shadow at apparent noon, and by star ob- 
servations. 

(3) Enlargement, reduction and division of areas. 
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Eleotrioal Engineering. 

Paper I. 

Properties of magnets, preparation of magnets, Magnetic 
Units, Magnetic induction. Magnetic field, Laws of Magnetic 
force, Intensity of magnetic field and of magnetisation. Mag- 
netic moment. Earth’s magnetic field, measurement of perme- 
ability by Thompson’s Permeameter. 

Definition of Electric Units. 

Ohm’s law and its applications, series and parallel cir- 
cuits. Kirchhofi’s laws and their simple applications. 

Specific resistance, Effect of length, cross section, material 
and temperature on the resistance of conductors. 

The measurement of resistance, current and E. M. P. 

Heating Effect of Current, — Heating of cables and wires, 
fuses and their dimensions. Description of carbon and metal 
filament lamps. Elementary ideas of electric welding, heating 
and cooking. 

Chemical Effect of Current, — Elementary ideas of electro- 
plating and electrometallurgy. Description of dry cells and 
secondary batteries, both acid and alkaline, their special 
features and behaviours during charge and discharge. 

Paper II. 

Magnetic Effect of Current, — Field of linear and circular 
currents. Force between current and magnet poles and 
between two conductors carrying currents. Solenoids. 

Description and uses of ainineter, voltmeter, ohmmeter, 
wattmeter, typical quantity and energy meters, Kelvin’s 
balance, the Wheatstone Bridge and the Pof^ntiometer. 

Principles of Electromagnetic Induction. Description 
and uses of continuous current dynamos and motors. 

Elemeilary principles of Telephony. 




Electrical Engineering Laboratory 
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Books recoimiiended : — 

(1) Elements ot' Applied Electricity by 13. C. Chatter jee. 

(2) Technical Electricity by David and Hutchinson. 

(3) Electrical En<^ineeriii<^ Testiiio: by C. 1). Aspinall 

Parr. 


List of Experiments to be performed in the Electrical 
Engineering Laboratory. 

<'1) Measurements of stren<yt]is of magnetic fields and 
magnetic moments. 

•(2) Variation of tlie mafrnetic* field alonj** the axis of a 
circular coil. 

*(3) Plotting** of 13 — 11 curve by Tliompsoii’s Permeameter. 

.(4) Determination of Kesistance by Wheatstone 33ridge. 

((6) Deteimination of Eesistaiice by drop of potential 
methods. 

<(G) Determination of Hi^h and Insulation Resistances. 

•(7) Callibration of Ammeters by Voltmeter. 

{8) Callibration of Voltmeters and Ammeters by Com- 
parison. 

(9) Standardization of Dallistic Galvanometers. 

<(10) Measurement of J electrically. 

<11) Determination of Fuse constants. 

*(12) Determination of Temperature rise in windings by 
the increase of Resistance Methods. 

<(13) Charging *and divscharging a Secondary Cell. 

(14) Study of Direct Current Generators. 
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Meohanicai Engineering. 

(Introductory Coui*se.) 

IntrodncUon. — Impoi'tance to the Engineer of cultivating 
from the beginning, the habit of accurate observation and 
memory. Vague and inaccurate ideas worse than useless ► 
The Engineer’s Note Book and how it should be kept. 

PART I. HEAT ENGINES. 

General Survey of a complete Steam Power Plant and 
Internal Combustion Power Plant. 

The Steam Engine . — Names and functions of all the prin- 
cipal parts of a simple, single-cylinder, non-condensing steam- 
engine with one eccentric and an ordinary D slid© valve. Bow 
steam enters and leaves the cylinder and how the admission 
cut-off release and compression are arranged for. The valve 
diagram and its application. Materials of which the parts 
are made and the methods of lubrication. 

The Boiler . — Names and functions of all the principal 
parts of an ordinary Vertical boiler. How steam is raised 
and maintained, how water is supplied to the boiler and how 
steam is admitted to or shut off from the engine. The safety- 
valve, pressure gauge, gauge glass and blow-off cocks. 
Arrangements for cleaning and inspection. Why the ordinary 
Veidiical Boiler is not efficient. Suggestions for improvement. 
Circulation, radiation and conduction. Combustion and eco- 
nomy of fuel. 


Steam . — Physical properties of steam ; the relation between 
temperature and pressure. Sensible and latent heats. Steam 
tables and how to use them. Saturated, dyy, wet and super- 
heated steam. 


Interxml Combustion Engine. Names and functions 
all the principal parts of a simple oil or ges engine. 


of 
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PART II. APPLIED MECHANICS. 

Force . — Units of force, parallel forces. Parallelo^am 
and triangle of forces. Centres of gravity. Eesultant and 
component forces. Practical applications. Bow^s notation 
applied to simple framed structures. The inclined plane. 

Motion. — Speed, velocity, acceleration. Angular velocity 
and angular acceleration. Mass and momentum. Mass and 
acceleration. Engineer’s units. Simple harmonic motion. 

Worh . — ^The diagram of work. The principle of work 
and its application to simple machines. Friction and effici- 
ency. Friction and lubrication. Joule’s equivalent. Work 
done in the cylinder of a steam engine. Advantage of early 
ciit-off and expansion. Work done by pumps and motors. 

Potcer . — ^Work done in a given time. The units of power. 
The indicated horse-power of an engine. Transmission of 
motion and power by belts and spur gearing. Brake horse- 
power and mechanical efficiency of an engine. ^Meaning of 
the expiession “ horse-power hour.” Pounds of steam and 
coal per horse-power hour. 

Electrical an<l Mechanical Units , — Units of work, power 
and supply. The relation between the Mechanical and Elec- 
trical units and problems involving a knowledge of that I’ela- 
tionship. 

Energy , — Definitions and calculations. Potential and 
Kinetic Energy. 

Flywheel and Governor . — ^The function and operation of 
each. 

Materials. — Stress, strain and modulus of elasticity. 
Materials in tension, compression and in shear. Elastic limit, 
yield point and breaking stress. Working stresses and. factors 
of safety. Strength of thin cylinders. Riveted ioints. Bend- 
ing and bending moments. 
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Materials (eontd.). — Modulus of a section and strength 
of a beam. Twisting and torque. Strength of a shaft subject- 
ed to a pure twist. Physical properties and constants of 
wrought iron, cast iron, mild steel, liard steel, copper and its 
•common alloys. 

Hydraulics, — Press, Jack and Accumulator. Reciprocat- 
ing pumps, suction and delivery. Lift pumps and force 
pumps. The Pelton wlieel. 

Books recommended : — 

Mechanics of Kngiiieering by L. 1). (^’oueslant. 

Steam and Other Engines by J. Duncan. 


Practical Solid Geometry. 

Pencils, Drawing Instruments and Scales, — Plow to 
sharpen pencil points for sketching and for drawing. The 
use of Drawing Instruments. T Square. Set Squares and 
Drawing Board. The use of Scales. 

Accurate Construction of Scales, — Three-quarters, lialf, 
nnd one-quarter full size, the smallest graduation in each 
corresponding to i of an inch. Diagonal scales to show 
•eighths and sixty-fourths, tenths and hundredths of an inch. 

Lettering on Drniring. — For main titles plain block let- 
tering 5x4. 

For descriptive notes Italics. 

• Simple Projection, — ^Projection of lines, planes, and 

simple solids. 

Advanced Projections and Sections of Solids. — ^Projections 
and section^^of prisms, pyramids, cylinders, cones, with their 
axQS inclin^, and also with the alteration of ground line. 
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Conic Sections. — Sections of a cone showing' tfie following* 
curves — Ellipse, Parabola and Hyperbola. 

Intersections aiui Interpenetrations. — Intersections, and 
penetrations of luiequal cylinders. A cone penetrated by a 
C-ylinder. Intersection of flat and curved surfaces. 

JJevelopment.s‘ of Surfaces. — Developments of surfaces of 
cylinders and cones. 

Isometric and pictoiial projections. 


Mechanical Drawing. 

Projections and forms of Screw Threads. — The projection 
of a square-threaded screw, tracing the helix accurately, and 
a section tlirough the corresponding nut. 

The projection of square-threaded sciew, multii>le threads, 
marking the lead and pitch distinctly. 

The projection of coiled springs, square and round in 
sections. 

Sections of standard forms of various kinds of screw 
threads. The conventional methods of representing the eleva- 
tions of various kinds of screw threads. 

Standard Details . — Standard forms of rivets, bolts, studs, 
set screWvS, and nuts, Keys and key-ways, feathers, Various 
methods of locking a nut and various kinds of Lubricators. 

Shetchinp an^l Drawing from the actual machine parts or 
models. — (I) A stuffing box of a steam engine. (2) The 
piston. (3) The crosshead. (4) The connecting rod. (5) 
The eccentric. (6) The D slide valve. (7) A plummer block. 
(8) A cast-iron flange coupling. 
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The above details to be sketched proportionately and all 
-the necessaiy dimensions to be inserted and also the materials, 
of which the several parts should be made, to be noted down 
in the Sketch Book, and then from the sketches working draw- 
ings to be made. 

N .B , — The sketching must be entirely freehand excej)! 
•circles. 

To rend a Drawiivg , — Students will be given detailed 
•clrawings, showing each part separately and will be asked to 
make an assembly drawing of the same, showing the over-all 
<iimensions and the dimensions of the principal parts and 
•also will be asked to make detail working drawings from an 
assembly drawing. 

Designs , — Design of simple riveted joints (lap and butt) 
ip) for a tie bar, (b) for a boiler. 

Design of a cast-iron flange coupling for a shaft. Design 
of the flange cover and studs for a small steam-engine cylinder. 
Design for at least one type of stufiing box. Design of a sim- 
ple bearing for a shaft. 

.Book recommended : — 


Machine Drawing by Jones, 



1.8a., Part II 


The grouping in the I. Sc., Part II, Course shall be as 
•follows : — 


Group I — 

Mathematics (2 papers) ... 100 marks each. 

Group II — 

Heat Engines (2 papei-s) ... 50 marks each. 

Group III — 

Applied Mechanics (2 papers) ... 50 marks each. 

Group IV— 

Electrical Engineering (2 papers) 100 marks each. 


Group V — 

Practical Geometry ... 
Mechanical Drawing 


... 100 marks. 

... 100 marks. 


Total ... 800 marks. 


Minimum pass marks per Group 40 per cent. 
Minimum pass marks on Aggregate 50 per cent. 
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Mathematics. 

There will be two papers, each of tliree hours’ duration : — 

(1) The first paper will be on Alg:ebra, Trigonometry, 

Co-ordinate Geometry, Differential Calculus, 
tegral C’alculus, and Differential Equation. 

(2) The second pajier will be on Mechanics and Tliermo- 

dynamics. 

Algebra atui T rigonometrg. — Partial fractions, Complex 
quantities and their graphical representation. Rules for 
Addition and Multiplication of vector quantities. De-Moivre’s- 
Theorem and Applications, Hyperbolic Functions. Simple- 
test of the Convergence and Divergence of Series. 

Co-ordinate Geometry. — ^I’osition of a point in space^ 
Direction-cosines of a line. Ecjuations of a Plane, Straight 
Line, Cylinder, (h)ne, and Ellipsoid in simplest forms. 

Differential (Uilculua. — Successive Differentiation, Theo- 
rem of Leibnitz, Expansions, Taylor’s and Maclauriii’s Theo- 
rems, Partial Differentiation, Asymptotes, E volutes. Enve- 
lopes. Maxima and Minima of two independent variables. 
Evaluation of Indeterminate forms. Elements of curve-trac- 
ing refen’ing to rectangular and polar co-ordinates. Equations 
and properties of the cycloid, Epi-and Hypo-cycloids, the- 
catenary and spiials. Application to Engineering problems. 

Integral (Udcnlus. — Method of s^lbstitutioll . Integintion 
by parts. Integration of Rational Algebi^aic Fractions. Re- 
duction Formulpp. Successive Tntegi’ation. Double and 
Triple Integration. Applications of these in finding Areas. 
Surfaces Volumes. Centres of Gravity and Moments of 
Inertia. Fourier’s Series and Elements of Harmonic 
Analyses. 

Grapl]^ Inte^ation. Application to Engineering prob- 
lems. 
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Differential Equations . — Equations of the Firat Order^ 
Special types of second order equations. Linear Diiferential 
Equations with constant coefficients. Homogeneous Linear- 
Equations. Practical problems involving; diiferential equa- 
tions. 

Mechanics . — Eesultants of Foire Systems. 

Equilibrium of Force Systems. 

Frictions — ^Wedge Screw. Journal Friction. Pivot 
Friction. Polling Resistance. Belt Friction. 

The Principle of Virtual Work and its application. 
Centre of Gravity. 

Moments and Products of Inei-tia. Principal axes of 
inertia. Inertia curves and Momental ellipse. Determina- 
tion of the principal axes of ineiHa of unsymmetrical plane 
figure. 

(Composition and Resolution of Velocities and Accelera- 
tions. Angular Velocity as a vector quantity. Parallelogram 
of angular velocities and of angular accelerations. 

Motion of a iiarticle in a Straight Line and a Plane.. 
Differential equations of Motion. Constrained Motion. 
Simple Circular Pendulum. 

Motion of a Rigid Body. Translation. Rotation. Pres- 
sure on the Axis of Rotation. Compound pendulum. Centre 
of oscillation. Centre of percussion. Combined translation 
and rotation. 

Instantaneous centre. Body and space centrodes. Energy 
of a body moving in two dimensions. Applications of the 
Principles of Work and Energy. Impulse and Momentum. 
Angular Momentum. Angular Momentum as a vector quan- 
tity. Applications of the principles of Impulse and Momen- 
tum. 

Balancing. Nhed for Balancing. Balancing of Rotating 
Masses. Introduction to the theory of Spinning Tops and 
Gyroscopes with Easy Examples. Conical Pendulum and 
Governors, The Connecting Rod of an Engine. 

5 
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Thermodyruimics . — Thermal Capacities. Heat and 
Energy. The Kinetic Theory of Gases. Isothermal and 
Adiabatic Expansion. Ratio of Specific Heats. The Funda- 
mental Equations for a perfect Gas. The Ideal Heat Engine. 
Reversible Cycles. Carnot’s Cycle. The Second Law of Ther- 
modynmics. Carnot’s Theorem. Lord Kelvin’s Absolute Scale 
of Temperature. Entropy. Temperature-Entropy Diagrams. 

The B </» diagram for water and steam. 

Hooks recommended: — 

Co-ordinate Geometry by Fawdry. 

Differential Calculus by Philips. 

Integral Calculus by Philips. 

Differential Calculus by Edwards. 

Integral Calculus by Edwards. 

Differential Equation by Philips. 

Applied Mechanics by D. A. Low. 

Applied Mechanics for Engineers by Duncan. 
Thermodynamics by Ewing. 


Heat Engines. 

Steam Power , — ^General description of a steam plant. 
The Indicator Diagram and indicated horse-power. Brake 
horse-power. Absorption and transmission dynamometers. 
The relation between mechanical and electrical power 
units. Mechanical e£B.ciency. Thermal efficiency. The laws 
of Thermodynamics. 

Steam Borers , — ^The principal types ^ of modem boiler. 
Oomish and Lancashire Boilers with details of construction 
and mountings required for their sale working. The Com- 
bustion eMi Economy of Fuel. Chimney Draught. Forced 
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Draught. Induced Draught. Care and management of boilers. 
Hepair of boilers. Boiler efficiency. Furnace efficiency. 
Efficiency of transmission. Coal, its composition and calorific 
Talue. Liquid fuels. Experimental and analytical determina- 
tion of calorific values. The adaptation of boilers to different 
kinds of solid and liquid fuels. Economizers and Superheaters. 
The feed water and feed pumps. Feed-water Filters. The 
Injector. Strength of boiler shells. Biveted joints. 
■Strength of gussets, stays, fines, furnaces, domes, and fiat 
surfaces. Steam Pipes. Safety Valves. Openings in boiler 
shells. Board of Trade Eegulations and Lloyd’s rules for 
survey and construction of boilers. 

Steam Engines . — Modern forms of steam engine. 
Cylinders and their fittings. Pistons, Piston Rods and Cross- 
heads. Connecting Rods and Shafting. Guides, Main 
Frames and Bearings. The Slide Valve and its motion. 
Valve diagrams. The Valve diagram with corrections for 
•obliquity. The Valve Ellipse. The Bilgram Diagram. The 
relation between the Valve diagram and the Indicator diagram. 
The Diagram Factor. Stephenson’s link motion. The 
Meyer Expansion Valve. The principle underlying Radial 
Valve Gears. The compound Steam Engine. The Combined 
Diagram. The Triple Expansion Engine. The Condenser, 
Air Pump, and Circulating Pump. Steam Exhaust and Drain 
Systems. The Governor and the Flywheel. 

Gas and Oil Engines . — Gaseous Fuels. Liquid Fuels. 
Gas Producer and Vaporisers. Suction Gas Plants. General 
•description of a Gas Engine. Engine bed and cylinder, piston, 
crank and connecting rod. The Valves and the methods of 
operating them. The Governor and Flywheel. Ignition 
systems. Starting arrangements. Cooling water. Pipe con- 
nections. Silencer. Lubrication. Foundations. Different 
systems of Governing. 

• 

Carburetters. Vaporisers. Oil Pumps. Different types 
of Oil Engines. The Four Stroke and the Two Stroke Cycle. 
Automobile Motors. The Humphrey Gas-Pump. 
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Applied Meohaiiios. 

irorA:, Energy, and Power , — Work in lifting, translation 
and rotation, Work represented by an Area. The Indicator 
Diagram. The Principle of Work as applied to a Machine. 
The effect of Friction. The relation between the load, effort^ 
friction and efficiency of a Machine. Curves of Efficiency. 
The relation between Work, Energy, and Power. Potential 
and Kinetic Energy. The Kinetic Energy of a Rotating Body. 
The Flywheel. Power. The relation between Mechanical, 
Thermal, and Electrical Units of Work, Power and Energ3^ 
Loss of Power at Bearings and Journals. Power and Efficiency 
of Engines, Pumps, Motors, and Dynamos. Dynamics of the 
Steam Engine. 

Force, Mass, and Motion , — ^Velocity and Acceleration. 
Relations of Force, Mass and Motion. Engineer’s Units. 
Impulsive forces. Angular Velocity and Acceleration. 
Angular momentum. Simple Harmonic Motion. Centrifugal 
Force. Balancing. Governors. Graphical Solution of 
Problems. Velocity and Acceleration Diagrams. 

Force , — The Engineer’s idea of Force. The measurement 
of Force. Resolution of Forces. Moments of Forces. Some* 
practical applications of Forces and Moments. Graphics. 
Forces represented by lines. Bow’s Notation. Forces in 
Framed Structures. The Fimicular Polygon. Moments and’ 
Shearing Force Diagrams. 

Friction and Lubrication. — ^T^aws, experiments and re- 
sults. Relation between the Forces acting on a Sliding Body. 
Efficiency of the Inclined Plane, and • Screw. Friction of 
Pivots and Collars. Schieles’ Pivot. Tower’s Experiments. 
Friction of an Axle. Friction Axis of a Link. Work lost in 
Friction in Journal Bearings. « 

JjJethods of Lubricating Bearings. Pad, bath, ring and 
splash li^ricator. Goodman’s Experiments. Rolling Fric- 
tion. Ball bearings. Roller bearings. 
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Trammission of Motion and Power, — Belts, Hopes and 
Spur Gearing. Wheel Trains. Mechanisms pecrdiar to 
Lathes, Milling Machines, Planing and Slotting Machines. 
Bicycles and Motor Cars. 

Strength and Elasticity of Materials . — Simple Strains and 
Stresses. Beams and Bending. Deflection of Beams. 
Columns and Struts. Behaviour of Materials in the Testing 
Machines. Torsion of Shafts. 

Hydraulics . — Pressure on an immersed surface, buoyancy, 
•density. Hydraulic Press and Tack. Hydraulic Accumula- 
tors, Lifts and Cranes. Suction Single and Double Acting 
Porce Pumps. Flow of water through orifices, pipes, and 
<;hannels. Water Wheel, Centrifugal Pumps, and Turbines. 


Electrical Engineering. 

Paper* I. 

Magnetic Properties of Materials . — Magnetic quality of 
iron. Eesidual Magnetism, Permeability, I>aws of magnetic 
-circuit and calculation thereon. Hysteresis. 

Electric Properties of Materials. — (!onductoi*s and Insu- 
lators. Insulating Materials. The Insulation of Wires and 
Cables. The effect of moisture and heat on condiictors and 
insulators. Eddy current losses. 

Batter )/. — Setting up a Secondary Battery. Manage- 
ment of a Secondary Battery. Its care and daily attendance. 

• 

Dynamo Electric Machines . — ^Physical principle, essential 
parts, operation and uses of both Generators and Motors. 
Continuous-current Dynamo Electric Machine. Serins, Skunt 
and Compound Winding. Starting and Eegulatiiig Appliances. 
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The Magnetic Field of Dynamo Electric Machines, Eelation 
of torque, speed and H. P., different types of load and speed 
control of motor. Efficiency and characteristics of Qeneratora 
and Motors and their Experimental Determination and 
Calculation. 

Inspection, erection and management of Dynamo Elec- 
tric Machine. 


Paper II. 

Elements of Alternate Current , — Graphical representation 
of a current, voltage and power in A. C. circuits. Frequency,, 
phase and effective value of current and voltage. 

Alternators, their principles, operation and uses. Star 
and mesh connections. Simple A. 0. circuits, power-factor,, 
self-inductance, choke coils. Capacitance and Impedance. 

Electric Lighting , — Main switch, switchboard, distri- 
buting boards, and branch switch. Main cut-outs and fuse- 
board. Arc lamps. Mechanisms and principles involved in 
their use and testing. Ceiling-roses and wall-plugs. Incan- 
descent lamps, their life, efficiency and cost. Pendants, 
Electroliers, wall-brackets and general fitting cables, casing^ 
running the wires. Arranging the circuits. Proper size of 
wires for a given number of lamps. Testing the wiring, 
electric fittings. Wiring Rules and Regulations. Private 
Installation Work. 

Books recommended: — 

(1) Elements of Applied Electricity, Vol. II, by 

B. C. Chatterjee. 

(2) Continuous Current Electrical Engineering bv W. 

T. MacCall. 

(3) Alternate Current Electrical Engineering by W. 

T. MacCall. 
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List of Experiments to be performed in the Electrical 
Engineering Laboratory. 

(1) Measurement of Magnetic Permeability by Ewing’s 

Permeability Bridge. 

(2) Measurement of Permeability and Hysteresis of 

Magnetic Materials by Ballistic Method. 

(3) Measurement of Capacity of Condensers. 

(4) Insulation tests of Cables. 

(6) Insulation tests of Electrical Machines. 

(6) Belation between speed and voltage of separately 

excited dynamos. 

(7) Magnetisation curves of dynamos at no-load. 

(8) External characteristic curves of separately excited 

dynamos. 

(9) External characteristic curves of shunt dynamos. 

(10) Speed Variation of D. G. motors with impressed 

voltage. 

(11) Speed Variation of D. C. motors with excitation. 

(12) Measurement of self -inductance. 

(13) Experimental study of circuits containing resistance 

inductance^ and capacity in series and in paralleL 

(14) Study of a storage battery, charging and dis- 

charging. 

(15) Determination of the energy consumption of a glow 

lamp, its candle power and efficiency. 

(16) Jointing of Cables. 
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Praotioal Geometry. 

Geometrical Mechanisms , — Cams and toothed wheels. 
Valve diagrams. Velocity and acceleration diagrams. Piston 
and crank effort diagrams. Link motion diagrams. 

Graphic Statics , — Graphical representation of forces. 
The link polygon and its applications, Graphical representa- 
tion of Moments and Couples and problems relating thereto. 

Framed. Structures , — ^Roofs and Roof Trusses, Braced 
Cantilevers, Beams and Girders. Determination of Stresses 
due to Dead Load and to Wind Pressure. 

Beams , — Bending Moment and Shearing Force Diagrams, 
Moments of Inertia of Cross-sections. Reinforced Concrete 
.Section. Simple problems on Rolling Ivoads. 


Mechanical Drawing. 

Introduction , — Strength and nature of materials used in 
Machine Construction. Strains and Stresses. Elasticity 
and Elastic Limit. Effect of Live Loads. Factor of Safety. 
Oast Iron, Steel, Varieties of Steel. Case Hardening. Tem- 
pering and Heat Treatment of Steel. Copper, Alloys of 
Copper. Bronze or Gun-Metal, Phosphor-Bronze. Manga- 
nese-Bronze, Brass. Muntz Metal. Naval Brass. '‘White^’ 
Metals. Wood. 

Machine and Engine Details , — Preparation of complete 
vrorking drawings and specifications, from sketches and notes 
obtained by actual observation, investigation and measurement 
of details. 

Study of proportion in machine details, by observation, 
calculation, and measurement. Keys and Cotters. Pipes and 
Pipe Joints. Shafting and Shaft Couplings. Pedestals and 
Plummer Blocks. Hanger Brackets. Wall Boxes and Foot- 
steps. Countershafts. Pulleys and Speed* Cones. Spur and 
Bevel Gears. Lubricators. Cranks. Crank Shafts and 
Eccentrics. Piston and Piston Rods. Cross-Heads and 
Guides. Connecting Rods. Stuffing Boxes. Valves, Valve 
Ro^s, Eccentric Rods and links. 




Mechanical Drawing Class. 
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Steam Boilers . — Iron and Steel suitable for boiler con- 
struction. Strength of Cylindrical Boiler Shells. Cylindri- 
•cal Furnaces. Modem Furnaces for high pressures. Resist- 
.ance to collapse. Experiments by Lloyd’s Registry and the 
Board of Trade. The Fox, Purves, Morrison and Deighton 
Furnace. Flat Surfaces. Bolts and Stays. Diagonal Stays. 
Palm Stays and Gussets. Tube Plates. Tubes. Stay Tubes. 
'Grate Area and Heating Surface, and steam per lb. of coal. 
'Openings in Boiler Shells. Steam Domes, Manholes and 
Doors. Riveting. Zig-zag riveted and Chain riveted Joints. 
Single, Double, and Treble riveted Lap and Butt »Toints. 
Efficiency of Riveted Joints, Graphical methods of design. 
Lever, Dead Weight, and Spring Loaded Safety Valves. 
Steam Pipes and Stop Valves. Feed Pipes, Economisers, 
Filters and Feed Pumps. 

Simple Steam Engine . — Determination of the general 
■dimensions for a simple, single cylinder, steam engine, given 
the Indicated Ilorse-power, Speed and Boiler Pressure. 

Finished Drawing . — Students are expected to prepare, 
from their own sketches and notes, complete working draw- 
ings and specifications of some simple type of boiler with all 
its mountings and fittings, and also of a single-cylinder steam 
engine. The engine may be horizontal or vertical type, but 
all the dimensions must be carefully calculated, and the cal- 
cidations handed in with the drawing. If the sketches used 
are from an existing steam engine, the dimension must be 
checked and compared with those obtained by calculation. 

Tracing and Blue Print . — All drawings will, in the first 
instance, be neatly and accurately finished in pencil. These 
pencil drawings will be traced by the student and blue print 
taken on Ferropaper prepared by the student himself. 

Note Book . — Great importance is attached to the student’s 
sketch-book in this class. It will be examined periodically, 
and marks awarded. Ho drawing will be considered if the 
corresponding sketches are not found, together with other 
aecessary particulars, in the student’s own note book. 



B.So., Part I. 

Tie grouping in the B.Sc., Part I, Course shall be a» 
follows : — 

Group. Subject. Nature of Examination. 


I. Strength of Materials 
Theory of Structures 
Structural Design ... 

II. Theory of Machines ... 
Hydraulics 

Mechanical Drawing 

m. Heat Engines 
Engine Design 

IV. Electrical Engineer- 
ing, Paper I 
Electrical Engineer- 
ing, Paper II 

Design of Electrical 
Machines 

Design of Electrical 
Installations 


Written 3 hours . . . 

, 100 


99 99 

100 


Sessional work . . . 

100 

60 

Written 3 hours . . , 

100 


99 9 9 

. 100 


Sessional work . . . 

100 

60 

Written 3 hours . . , 

. 100 


Sessional work . . 

. 100 

60: 

Written 3 hours ... 

, 100 


99 99 

, 100 


Sessional work ... 

100 

60 

Sessional work . . . 

100 

60 


Total ... 1,200 marks.. 


Minimum pass marks for Sessional work 

99 99 99 per Group 

M j, ,, on Aggregate 

99 99 99 lor Second Cflass 

„ First Class 


60 per cent. 


40 „ 
50 „ 
60 „ 
70 „ 


99 

99 

99 ' 

9r 


99 
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Strength of Materials. 

Testing maeliines and instruments. Elastic and plastic 
stresses; Resilience; Overload; Dynamic stress; Fatigue. 
Deflection and slope of cantilevers, and girders; Orapliical 
metkods for Deflection. Thick Cylinders; Tube Guns. 
Springs. Struts. The Elastic Constants. Principal stresses. 
Rankine’s Equivalent Twisting Moment. Oscillations of 
Elastic Systems. (Elementary) Flat Plates. (Bach'a 
methods.) 


Theory of Structures. 

Complete study and design of a Roof Truss. Frames with 
members subject to Bending. Suspension Structures under 
Dead Loads. The Three-hinged Arch. Encastic Beams. 
Complete study and design of the Plate Girder with Dead and 
Live Loads. Masonry. Reinforced Concrete Beams and 
Columns. Gravity Dams and Retaining Walls. Introduc- 
tion to Influence. Line methods. Introduction to the methods 
of Test Work. 


Theory of Machines. 

Standard methods for velocity and acceleration; applica- 
tion to the Steam Engine. Turning effort diagrams. Flywheels 
and Governors. Tooth wheePs strength, and general prin- 
ciples for correct profile of teeth. The Involute Tooth. Ele- 
ments of Gear-cptting. Belt and Rope Driving. Brakes and 
Clutches. Epicyclic Gears. Simple Skew Gears. Primary 
Balancing. Cams. 
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Hydraulics. 

Water at rest (including simple problems on stability of 
floating Bodies). Fluid Friction. Benoulli’s Law corrected 
for Friction. Cbannels, Small Orifices. Notches and Weirs; 
the Standard Formulse. Intensifiers and Accumulators. 
Water Meters. Pump and Pumping. The Reciprocating 
Pump. The Centrifugal Pump. The Pelton Wheel. 


Heat Engines. 

Valve Gears from the Designer's point of view. Meyer 
Expansion Gear. Radial Gears. Drop Valves and Valve 
Gears. Compounding. The Entropy temperature chart in 
Design. Nozzles. Pressure compounded, and velocity com- 
pounded Turbines. Turbine Details. Turbine Governors. 
Main dimensions of the Internal Combustion Engine. Car- 
buration. Ignition. Valve Timing and Cam Design. 
Principle, and pecxiliar features of the Diesel Engine. The 
Auction Gas Producer. 


Electrical Engineering. 

Paper I. 

Principles and details of designs, construction and calu 
hration of switchhoard and laboratory instruments, — Action 
of measuring instruments. Defiecting and controlling forces, 
friction, dead-beatness and damping force. Type of D, C. and 
A. C. ammeters, voltmetei^s, wattmeters, frequency meters, 
synchroscope, power-factor meter. Methods of alternating 
range of ammeters and voltmeters, switches, principles and 
details of construction and general discussion of switchboards, 
and the arrangement of busbars, testing of switchboards, 
measuring, controlling and protective devices. 

Elementary mathematical treatment of Alternate 
Current. 




Electrical Engineering Laboratory Ko. 
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Books recommended: — 

(1) Elements of Applied Electricity, Vol. Ill, by B. C. 

Cbatterjee. 

(2) Dynamo and Motor Control by Ibbetson. 

(3) Electrical Engineerings Practice in India by J. W. 
Meares and Keale. 

^4) Economics of Engineering by Coueslant and 
Cbatterjee. 

<5) Electrical Engineering by Thomalen. 

(6) Electrical Engineering Testing by Aspenall Parr. 

<7) Dynamo Testing by C. E. Smith. 

<8) Alternator Testing by C. E. Smith. 

(9) Testing of Electro-magnetic Machinery (2 vols.) by 
Swenson and Frankenfield. 

<10) Electrical Machine Design by Alexander Gray. 


t.ist of Exporiments to bo performed in the Eleotrioal 
Engineering Laboratory. 

(1) Calibration and Standardisation of Ammeters. 

(2) ,, ,, ,, ,, Voltmeters. 

<3) „ „ „ • Watt-honr- 

meters. 

(4) Either Photometric tests on glow and arc lamps. 
^5) EfBciency and other tests on Secondary Cells. 
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^6) Localisation of Faults in Electric Li^ht Mains. 

(7) Determination of Characteristics, Reg’ulation and 

Percentage of Over-componnding of D. C. 
Generators. 

(8) Determination of Characteristics and Regulation of 

Single and Polyphase Alternators. 

(9) Parallel Operation of D. C. Generators. 

«(10) Measurement of Iron and Friction Losses in D. C. 
Machines. 

(11) EfB.ciency tests on D. C. Generators and Motors. 

-(12) Measurements of Power Factor in Single and Poly- 
phase Circuits. 

'(IS) Operation of different types of A. C. Motors and their 
no-load tests. 

-(14) Determination of Regulation of Transformers. 

-(15) Measurement of Core Losses in Transformers. 

-(16) Armature Winding. 



B.8C., Part II 


The jJTi’ouping’ in the B.Sc., Part II, Course shall be a» 
follows : — 


Group. Subject. 

Nature of 
Examination. 

Full 

Marks. 

Pass 

Marks. 

I. Properties of Materials 

Widtten 3 hours. 

100 


Theory of Structures 

ff >f 

100 


Structural Design . . . 

Sessional work ... 

100 

60 

II. Hydraulics 

Written 3 hours. 

100 


Hydro-electric Tech- 
nology 

Machine and Engine 

if 79 

100 


Design 

Sessional work ... 

100 

GO 

III. Heat Engines 

AVritten 3 hours. 

100 


Electrical Engineer- 
ing, A. 

Electrical Engineer- 

»» 77 

100 

t 

ing, B. 

Design of Electric 

7 1 17 

100 


Installation 

Sessional work ... 

100 

6f> 

IV. Business method 

AVritten 3 hours. 

100 


Workshop Manage- 




ment ... 

7 9 7 7 

100 


Craftsmanship (or ap- 




proved extramural 
practice) 

Sessional work . . . 

200 

120 


Total 

1,400 marks. 

Minimum pass marks for Sessional work 

GO per 

cent. 

„ „ „ per Group 

40 „ 

1 1 

„ „ „ on AggreKate 

00 

1 1 

,, ,, ,, for Second Class 

60 „ 

1 1 

„ „ for First Class 

70 „ 

1 * 
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Properties of Materials. 

Complex states of stress. Theories of Elastic Failure- 
Wire-wound Guns. Helical spring's of larg^e Pitch. Cone 
springs. Carriage springs. Clock springvs. Peams not ori- 
ginally straight. Crane Hooks. Beams of unsymmetrical 
cross section. Whirling shafts. Excentrically and laterally 
loaded struts. Theory of three moments. Elements of Heat 
Treatment of Steel. Magnetic and electric properties of 
metals. Tliis is in addition to the work of preceding years. 
Developments of importance as recorded in the Engineering 
Journals are never excluded from fourth year syllabuses. 


Theory of Structures. 

Deficient and Redundant Frames in Two and Three 
Dimensions. Theory of liOast Work applied to Redundant 
Frames, The method of stress coefficients in two and three 
dimensions. Deflection of Frames. Suspension structure 
with Live Loads. Live Tioads on Framed Structures. The 
Two-hinged and HingeleSvS Klastic Arch. Portals and Wind 
Bearing. Secondary Stresses. Swing Bridges. See note 
appended to previous syllabus. 


Hydrauliot. 

Wells and well sinking; Tube wells. Multiple Impeller 
Centrifugal Pumps; Balancing; Friction Losses; Speed, Head, 
and Efficiency. Acceleration in the Reciprocating Pump 
Vortices. Viscous Flow, and Critical Velocity. Pipe Line 
Problems. Turbines. Specific speeds. The Pelton Francis 
and Propeller Turbine. Governing of Turbines. Water 
Hammer. Stand Pipes. Surge Tanks. Students of this 
subject in this class are expected to havei read any outstanding 
article on Hydro-Electric Development appearing in the Tech- 
nical Press during the current session. 


6 
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Hydro-Eleotrio Teohnology. 


1. Characteristics of a suitable Water Supply. Conserva- 
tion of Water Power Storage Reservoirs, and Dams. Gravity 
and Arch Dams. Disposal of Storm Water. Spillways. 
River Gauging. Pipe Lines. Power House Topography. 
Stand Pipes. Surge Tanks. Choice of a Turbine. Govern- 
ing. Water Hammer, and Air Problems. High Tension 
Generation and Long Distance Transmission. Linking up 
and Conversion. Combinations of Steam and Hydro-Electric 
Generation. Economics of Hydro-Electric Power Supply. 
Recent Developments. 

2. Laboratory and Power House Duty. Students are 
withdrawn from the workshop in small groups of from two to 
a dozen members for Testing of Materials. Engine and Boiler 
Testing and Power Plant Supervision. Laboratory Practice 
in the Third and Fourth Year is a Workshop subject. 


Theory of Heat Engines. 

Fundamental Thermo-Dynamic Principles and Formulse. 
Specific Heats. Throttling at constant H. Standard cycles. 
Callendar’s Equations and tables for steam nozzles. Inject- 
ors. Heat Diagrams. Condition Curves. Properties of 
NHj and COb. Absorption Refrigerators. Air Compressors. 
Compression Refrigerators. Condenser, and air pump. Cool- 
ing Towers. Accumulators and other accessories. As there 
have been regular lectures on Heat Engines for the preceding 
three years, the tendency of this class will be to a more 
thorough examination of fundamental principles. 





Electrical Engineering Laboratory No. 
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Eleotrioal Engineering. 

Paper A. 

Special Machines. — Elementary principle, operation and 
nses of Balancers and Boosters; Phase advancers, Frequency 
changers. Induction regulators. Rotary and Motor converters, 
Transverters, Tork motors, Mercury arc rectifiers. Valves, Elec- 
trolytic rectifiers, etc. 

Electric Lighting. — General principles of lighting, Stan- 
dards of value in lighting. Determination of candle-power 
required for illumination, lighting of rooms and streets, fac- 
tors of the cost of lighting. Lighting, public and private. 
Busbars, Feeders, Distributors and Internal wiring. 

Continuous and Alternating Current Circuits. — Influence 
of resistance, capacity and self-inductance, resonance, free and 
damped oscillations. Lighting Protection. Protection against 
Disruptive Discharges. 


Paper B. 

T ransmission. — ^Design and value of high tension and long 
distance transmission lines. Details of Erection, Construc- 
tion, Testing and Maintenance. Safety Devices, Limitation 
of Voltage. Feeders and distributing mains. Substations, 
choice of positions, plant, general arrangement. Graphical 
and Mathematical solutions of A. C. long distance trans- 
mission. 

Distnhution. — Medium and Low voltage distribution sys- 
tems, Mechanism of distribution for a public supply. Con- 
sumer’s circuit and connections. Motors and Plants. Require- 
ments to be satisfied by insulated conductors used in distribu- 
tion as regards voltag^e regulations, the three-wire system. 

Localization and remedy of troubles in dynamo-electric 
machines and electric circuit. 

Electric Traction. — ^Electric traction by continuous alter- 
nate current. Principles and details of systems of Tramway 
nnd Railway Engineering ordinarily used. Permanent feeders. 
Surface and conduit systems. Collection and control current. 

Sessional Work. — ^Desigrn of Electric Installations. 
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List of Experimontt to bo performed in the Electrical 
Engineering Laboratory. 

(1) Standardisation of Wattmeters. 

(2) Callibration and other tests on different types of 

Meters. 

(3) Further tests on the localisation of Faults in Elec- 

tric Li^ht Mains. 

(4) Funher tests on Efficiency of Direct and Alternate 

Current Generators. 

(5) Load tests on different types of D. C. and A. C. 

Motors. 

(6) Efficiency B. H. P. and Begulation of Direct and 

Alternate Current Motors. 

(7) Determination of Characteristics and Efficiency of 

Synchronous Converters. 

(8) Determination of Characteristics and Efficiency of 

Inverted Botaries. 

I 

(9) Circle diagrams of Induction Motors. 

(10) Circle diagrams of Bepulsioii Motors. 

(11) Miscellaneous tests on S 3 mchronous Motors. 

(12) Parallel Operation of Single and Polyphase Alter- 

nators. 

(13) Miscellaneous tests on Motor Generators. 

(14) Miscellaneous tests on separately excited Boosters. 

(15) Insulation tests of Electrical Machines and Installa- 

tions while working. 

(16) Efficiency and other tests on Transformers and their 

Parallel Operations. 

(17) Performance tests of Electrical Machines. 

(18) Influence of the Power Factor of the Load on the- 

Yoltage Begulation of Transmission Lines. 

(19) Determination of the Periodic E.M.F. and Current 
^ ^ Curves of Alternators. 

(20) Dielectric tests with High Tension Transformers. 
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Business Method. 

Money, Capital, and Credit. Hanks and Insurance Com- 
panies. (V)mpany Law. Trading abroad. Transport, Ex- 
<cbange. Principles of Book-keeping. Office Routine. Fil- 
ing systems. CoiTesi)ondence. Speculation and Investment. 


Workshop Management. 

(^loice. of Site, Building, Plane. (Uioice of a Prime 
Mover, Jobbing and Mass Production. Progress Cards. 
Workmen’s Time Cards. Machine cards. Stores. Stock 
taking and valuation. Raw materials costs. Gate control. 
Theoiy of overtime. Overhead charges. Limits. Jigs. 
Gauges and Fixtures. Speeds and Feeds. Industrial Laws. 
Payment by Results. Principles of Mass Production. Patents 
and Registered Trade Marks. 


Sessional Work. 

The ground to be covered in a full Engineering Course is 
so extensive that thorough treatment is impossible. Only 
fundamental principles, can be indicated, and the problems 
solved here and there which present special difficulty. 

It is, however, an accumulation of carefully designed 
small details that principally distinguishes a tiaistworthy 
machine or structure from an untrustworthy one. In order 
to drive liome this important fact, two or three machines, 
structures or installations are selected each year for intensive 
study. The students are required to produce working draw- 
ings throughout the session, and submit them for examination 
at the end. In thip work it is the details that matter. None 
is too small to be the subject of a thorough search and much 
thought, which must be embodied in fully dimensioned work- 
ing drawings. 
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Preliniinary Dipioma. 

The grouping' in the Preliminary Diploma 

Course shall 

be as follows: — 

Group I ... - 

'Mathematics, Paper I 

100 marks: 

Mathematics, Paper II 

100 

99 


rEeat Engines 

100 

99 

Group 11 ... 

-J Applied Mechanics 

100 

9 * 


(Mechanical Drawing 

100 

9* 

Group III ... 

f Building and Civil Engineer- 
J ing Drawing ... 

100 

99 


( Surveying 

100 

99 


C Chemistry for Engineers 

100 

9 9 

Group IV ... 

J Physics for Engineers 

100 

9 »• 


( Electrical Engineering 

100 

- 


Total 

1,000 

- 

Minimum pass 

marks' per Group 

40 per 

cent. 

9 9 99 

„ on Aggregate 

60 „ 

1 9 

99 99 

,, for Second Class 

70 

99 

-9 99 

,, ,, First Class 

80 

9 . 


Mathematios. 

There will be two papers, each of three hours' dttration r 

(i) The first paper will be on' Algebra and Trigonome- 
try. 

(it) The second paper will be on Mensuration, Differen- 
tial Calculus and Integral Calculus. 

Algebra . — Simple and simultaneous equations. Indices, 
Surds and Logarithms. Common Logarithms. Use of 
Logarithms in making calculations. The Slide Rule and ita 
use. 

Quadratic Equations. 
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Arithmetic, geometric and harmonic progression. Sim-^ 
plification and partial fractions. Napierian Logarithms. 
Harder exercises in logarithms. Manipulation and evaluation 
of complicated engineering formulse. Theory of quardratio 
equations. Permutations and combinations. The binomial 
theorem and its applications. Ck)ordinate8. The plotting of 
points and the construction of simple graphs. 

Determination of simple laws connecting two variables 
representing experimental Data. Graphical solution of 
equations. Nomograms. Equations of straight line, circle, 
parabola, ellipse and hyperbola in simplest forms. 

Trilgonometry . — ^Trigonometrical ratios of angles. TJse 
of trigonometrical tables and of slide rules. Graphs of tri- 
gonometrical functions. Simple relations between trigono- 
metrical ratios. Trigonometrical ratios of the sum, and 
difference of angles and of multiples of an angle. Problems 
on Heights and Distances. Solution of triangles. Solution 
of trigonometrical equations. Hyperbolic functions. Inverse 
trigonometrical functions. 

Mensuration , — Areas of plane figures. Mean ordinate 
and Simpson’s Buie for areas. 

Mensuration of the simpler solid figures, the sphere, the 
cylinder, the pyramid and the cone. Guldinus’s Theorem. 

Differential Calculus , — ^Definition of a differential co- 
efficient. Differentiation of functions of one independent 
variable.^ Geometrical and Mechanical Illustrations. Appli- 
cation of the calculus to the determination of maxima and 
minima, velocity and acceleration. Curvature and radius of 
curvature. 

Integral Calculus , — Elementary forms of Integration. 
Determination of areas, volumes, centres of gravity and 
moments of inertia. Dynamical Applications. Graphic 
Integration. 

Book recommended: — 

Manual of Practical Mathematics by Frank Castle. 
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Heat Engines. 


General plan of a Steam Engine Plant. Boilers. Boiler 
mountings. Chimneys and Fines. Draught. The simple 
Steam Engine, its management and its details. Yalves and 
valve diagrams. Materials. Lubrication. Flywheels and 
Governors. Condensers, air pumps. Feed pumps. Econo- 
misers. Feed heaters and superheaters. Compound Steam 
Engines. Fundamental Laws of Thermodynamics. Carnot 
and other cycles. Properties of the perfect gas. Simple air 
compressors. The Internal Combustion Engine. Constant 
pressure and constant volume. Two and four stroke cycles. 
Ignition and Carburation. Details of the I. 0. Engine. 
Properties of steam. Entropy. Rankine’s cycle. Steam 
Galorimetry. Refrigeration and Refrigerating machines. 

Books recommended: — 

Heat Engines by D. A. Ijow. 

Heat Engines by L. D. Coueslant. 


• Applied Mechanics. 

Energy, work, power and force. Graphical representar- 
tion. ISfewton’s Laws. Mass and Momentum. Tihear and 
angular motion. The polygon of forces. The inclined plane 
and screw. The Flywheel. Simple harmonic motion. 
Wattes and Porter Governor. Friction and Lubrication. 
Lubricators. Forced lubrication. Physical properties of the 
usual materials. Stress Strain and Elasticity. Working 
stresses and factors of safety. Thin Cylinders. Riveted Joints. 
Frames. Bow’s notation. The funicular polygon and its appli- 
cation. Bending moment and shearing force* diagrams. Mo- 
ments of Resistance, and Modulii of Sections. Simple deflection 
of beams. !|!orsion and transmission of power by shafting. 
Belts and pulleys. Toothed wheels. The simple machine. 





Engijseertng Class Room. 
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Hydrostatics. Total pressure and centre of pressure. Law 
of Archimedes. Bernoulli’s Law. Simple Orifices. The 
hydraulic press and hydraulic jack. Pumps. The Pelton 
Wheel. 

Book recommended : — 

Engineering Mechanics by L. D. Coueslant. 


Mechanical Drawing. 

Care of Instruments. Construction of scales. Lettering. 
Eree-hand sketching. Projections. Intersections and Inter- 
penetrations. Important Curves. Development of surfaces. 
Projection of screws and helical springs. Standard screw 
threads, rivets, bolts, studs, nuts, keys and keyways. Engine 
Details. Boiler Details. Riveted Joints. Valves and 
Cocks. Details of Power Transmission Shafts, Pulleys, Belts, 
"Toothed Wheels, Bearings. Engine and machine details to 
be drawn as if for manufacture, due consideration being given 
to the requirements of the pattern-maker, smith, ivnd Machine- 
men. Tracing. Blue and other prints. 


Building and Civil Engineering Drawing. 

Materials of Construction, — Structure, classification and 
•characteristic qualities of building stones, preparation of bricks 
and tiles, cementing materials, concrete, mortar, plasters, 
paints and varnishes, timber, iron and steel, glass, lead, 
•copper, zinc, and the common alloys; soldering. 

Details of Conhruction . — Selection of site; principles of 
building design ; bearing power of soils ; piles and pile driving ; 
kinds of foundation; brick and stone masonry; walls; damp- 
proof courses; floors and roois oi buildings; arches; jointe 



88 


used in woodwork; doors and windows; wood and iron roof- 
trusses; staircases; re-inf orced concrete and brick-work; 
earthwork ; erection of brick-chimneys for boilers ; foundations 
and machinery fixing; materials for foundations; holding- 
down bolts and anchor-plates; construction of foundations; 
Tibration ; its causes and effects ; methods of isolating machin- 
ery; fixing of electric motors. 

Maintenance and Repairs of Buildings ; Building Regula* 
tions. Elementary Sanitation. Artesian Wells. 

Peactical Work. 

(1) A brick-field project, from a study of the University 

brickfield. 

(2) Manufacturing Narea Tiles on a potter’s wheel. 

(3) Putting down bore-holes through soft ground anf 

hard beds. 

(4) Ground tracing of a building from plan. 

(5) Drawing of a simple building from measurement. , 

(6) Estimating quantities and cost of above, and calcu- 

lating rate per square foot of plinth area. 

(7) Schedule of rates of materials and of labour pre- 

vailing in the student’s district. 

Books recommended : — 

Notes on Buildings and Building Materials by B. C.. 
Chatterjee, 


Surveying. 

Measurement of distances ; 100' chain and Gunter’s- 
chain; ranging rods and flags; measuring lines on level and 
sloping ground; obstacles; sources of error in chaining and 
correction thereof ; standardisation of chains. 

Conventional signs; applications of geometry, mensura* 
tion, and trigonometry ; methods of carrying out a chain 
survey ; nie-lines ; offsets ; cross-staff and optical square ; 
methods of booking and plotting. 
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Traverse survey with Prismatic and Surveying compasses r 
Magnetic North and True North; method of surveying with 
a compass in the presence of iron ; adjustments of closing error 
in plotting. 

Levelling; construction, adjustments and uses of the* 
Dumpy and Y Levels; Abney Level; Level Staff; common 
sources of error in levelling; Datum Line; Bench Marks; 
methods of booking; plotting level sections; contouring; cor- 
rections necessary for the curvature of the Earth and Refrac- 
tion ; flying levels ; check levels ; reciprocal levelling ; Traverse- 
Suiwey with a Transit Theodolite; adjustments of a transit 
theodolite; measurement of horizontal and vertical angles; 
taking magnetic bearings with a theodolite; Gale’s Traverse- 
System; Tacheometry. 

Methods of loose and fast needle surveying with a miner’s 
dial; methods of connecting underground and surface sur- 
veys; Surveying with the plane table; by magnetic bearings; 
by the back and forward ray systems ; and by intersection and* 
interpolation; the ‘^three-point” and “two-point” prob- 
lems. 

Laying out simple Railway Curves by chord and offsets 
method and by theodolites. 

Useful problems. 


P».iCTiCAT. Work. 

(1) A course of field work corresponding to the above. 

(2) Determination of the Meridian by noting the direc- 
tion of shadow at apparent noon, and by star observations. 

(3) Enlargement, reduction and division of areas. 

Book recommended: — 

Class Notes on Surveying by H. K. Sen. 
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Chemistry for Engineers. 


'CHEMISTB.Y : 

Introduction, — Definition and explanation of terms of 
importance in Chemistry as applied to Eng’ineering' Pi'oblems 
and with special reference to the propei-ties, composition and 
application of materials used by the Enpfineer. 


General Chemistry, — Elementary Chemistry; the Laws 
^f Chemical Composition and Chemical Chang^e; the general 
properties of gases, vapours and liquids; Oxidation and Reduc- 
tion, Combustion, Thermo-chemistry, Dissociation, Electro- 
lysis and Electrolytic action; Acids, Bases and Salts. Che- 
mical calculation illustrative of the fundamental principles 
of chemistry. 

Water for Steam Generation. — Good and bad boiler water. 
Methods of testing the suitability or otherwise of water for 
purposes of steam generation. Losses and dangers due to the 
use of unsuitable water. Water softeners and purifiers. 
Boiler Scale, its prevention and removal. 


Fuels,' — Classification; Solid, liquid, gaseous; Assay of 
-coal ; Manufacture of coke ; Spontaneous combustion in stored 
coal. Factors governing selection and purchase of Indian 
Coals. Liquid Fuels. The i)etroleum products. Gaseous 
fuels and gas producers. Sampling and testing of fuels. 


Lubricants, — Fundamental requirements. The examina- 
tion and selection of lubricants. Cooling liquids and lubri- 
cants for cutting tools. 

Practical Demonstrations, — A short course in fuel and 
oil testing. Testing of feed water and flue gases. 
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METALLUKGY : 

Introduction, — Definitions and explanation of terms used 
in Metallurgy. Metals of importance to the Engineer. Their 
physical and mechanical properties. 

General , — Discussion of the nature and objects of metal- 
lurgical processes. Chief physical properties of metals and 
alloys. General properties of fluxes and slags. Refractories. 

Iron and Steel, — Pig Iron. The impurities of Pig Iron. 
Various grades and qualities of Pig, their selection and uses. 
Cajit Iron and its uses. Methods of producing sound castings .. 
Malleable castings. Foundry work and Pattern-making. 

Wrought Iron. — Properties and defects of Wrought Iron. 
Methods of testing, welding . 

Steel, — Classification and methods of manufacture. Pro- 
perties and defects of Steel. Case Hardening. Methods of 
testing. Heat treatment and methods of working. Carbon 
and Alloy Steels. Rusting and (\)rrosion. Methods of 
Preservation of Steel and Iron. 

Copper. — ^Propei»ties aiul methods of working. Useful 
alloys of Copper and the production of castings. 

Aluminium. — Properties and methods of working. The 
alloys of aluminium and the production of casting. 

Other Useful Metals. — ^The chief properties and uses of 
Zinc, Tin, I^ead, Bismuth, Antimony, Nickel and Manganese. 

Practical Demonstration — ^will be given in Foundry Work^ 
Welding and Soldering and in the Testing Laboratory. 



Engineering Physioe. 


General Properties , — ^Elementary conceptions of Matter 
:and Energy. Principle of Archimedes. Density and Specific 
Ghravity. Laws of floating bodies. Hydrometers. XJse of 
ihe Vernier and Micrometer Screw Qauge. 

Atmospheric Pressure, Barometer, Pressure Gauge, 
Boyle's Law. 

Heat . — ^Temperature and Thermometers. High tempera- 
ture thermometry. Pyrometers. 

Coefficients of expansion. Simple determinations of the 
linear coefficient of expansion. Compensation for expansion 
and its practical applications in Engineering. 

Different units of heat; Thermal Capacity, Specific Heat 
-and water equivalent of a calorimeter. Laws of Fusion and 
Vaporization. Effects of pressure on melting and boiling 
points. Latent Heat of fusion and vaporization. 

Saturated and unsaturated vapour; relation between the 
maximum vapour pressure and the temperature of a liquid; 
Dalton’s laws of vapours. 

Hygrometry. — ^Daniel’s Hygrometer. Definitions of Re- 
lative Humidity and Dew Points and the relation between the 
two. 


Charles’ law. Combination of the laws of Boyle and 
Oharles. Absolute temperature. Isothermal and Adiabatic 
changes and their graphical representation. Work done in 
compressing a gas; Specific heats of a gas. 

Transference of heat, Conduction, Convection and Radia- 
tion. ^ 

Nature of heat> Mechanical equivalent of heat and its 
determinaticfts. Firs! law of Thermodynamics, Natural 
-sources of heat, Fuels. , 
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lAght . — ^Laws of Reflection and Refraction of Light. 
<Joncave and Convex Mirrors. Converging and Diverging 
Lenses. Determinations of focal length. Telescopes and 
Microscopes. Dliunination and Photometry, Bunsen’s Grease 
Spot Photometer. 

Sound , — Production of Sound, Pitch, Intensity and 
Quality of a Note. Interference and Resonance. Velocity of 
Sound. 

Magnetism , — Properties of Magnets. Preparations of 
Magnets. Unit Pole. Lines of Force. Magnetic Field and 
its Intensity. Flux and Flux Density. Magnetic Moment. 

Laws of Magnetic Force. Intensities of the field on the 
axial and equatorial line of a bar magnet. Magnetometer. 
Oscillation of a magnet in a uniform field. 

Terrestrial magnetism. The three magnetic constants at 
any place. 

Electro-magnets. 

Electricity , — ^Primary Cells (Daniell, Lechlanche and Dry 
•Cells). 

Practical and absolute units of current. Electromotive 
force. Resistance and Power. 

Specific Resistance. Conductors and Insulators. Ohm’s 
Law. Cells and resistances in series and parallel. 

Magnetic effect of a current. Field at the centre of a 
'Circular coil. Tangent galvanometer. D’Arsonval Galvano- 
meters. Moving Coil. Ammeters and Voltmeters. 

Heating effect of current — Joule’s Law. 

Current-carrying capacity of wires — ^Fuse Law. 

Electrolytic effect of a current — ^Faraday’s Laws. 

Electro-chemical equivalents of elements. Voltameter. 
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Electro-plating. 

Work and Power, Definition of the Hoard of Trade Unit* 

Use of Wheatstone’s Bridge and Potentiometer. 

Electrostatics, — Elenieiitiuy principles. Condensers and 
Capacity. 

The following books are recommended : — 

(1) Notes on the Elements of Applied Electricity by 

Prof. B. C. Chatterjee. 

(2) Text-book of Physics by J. Duncan and S. G.- 

Starling. 


Electrical. Engineering. 

Chief types of Commen'ial Measuring Instruments, their 
principles, use and care. 

Magnetic Properties of Materials — ^Permeability. 

Thompson’s Permeameter. Hysterisis. Electro-magnets. 

Electrical Properties of Materials — ^Conductors and Insu- 
lators. Insulation of wires and cables. Effect of moisture 
and heat on conductors and insulators. Eddy currents. 

Secondary cells. Elementary principles. Choice of 
types for various purposes. Charging and discharging of 
secondary batteries. 

Electro-magnetic Induction. Elementary principles and’ 
essential parts of D. 0. Generators and Motors. 

The%ield System. Series, Shunt and Compound Wind- 
ings. Armature Construction. 



95 


Characteristics and efficiency. Armature Reaction and 
Reflation. Different types of D. G. Generators and Motors. 
Their selection, erection and management. Starting and 
regulating appliances. 

Production and nature of the alternating current. 
Maximum and R. M. S. values of Wave Form. Effect of 
Resistance, Inductance and Capacity in simple circuits- 
Power and Power Factor. Alternators. 

Electric Lighting. Carbon and metal filament lamps. 
Arc lamps. Currents and voltages required by the more 
commonly used glow lamps. Lighting and wiring of private 
plants. Testing lines and locating and repairing faults in 
lines. Switchboard in connection therewith, their construc- 
tion, erection and repair. 

The following books are recommended : — 

(1) Elements of Applied Electricity, Vol. 11., by Prof- 

B. 0. Chatterjee. 

(2) Direct Current Engineering by Barr. 


Electrical Engineering Laboratory. 

Electrical and magnetic measurements. Calibration of 
instruments. Measurement of high and low resistance. 
Ballistic galvanometer tests. Tests on supply meters and 
secondary batteries. Photometry. Line tests. Simple ex- 
periments with Direct and Alternate Current Dynamos and 
Motors. 
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Licentiate Diptoma Examination 
in 

Mechanical and Electrical Engineering. 

The grouping in the Final Diploma Mechanical and Elec- 
trical Engineering Course shall be as follows : — 


<lioup< 

Subject. Nature of Examination. 

PuU 

Marks. 

Pass 

Marks. 

I. 

Advanced AVorkshop 





Practice and Labora- 
tories 

Sessional work 

260 

160 

n. 

Electrical Design, and 





Mechanical Design 

Sessional work 

260 

160 

m. 

Applied Mechanics ... 

Written 3 hours 

100 \ 

80 


Prime Movers 

>> 

100/ 

TV. 

Electrical Engineering 





( Continuous 
Current) 

>> >> 

1001 



Electrical Engineering 



80 


(Alternate Current) 

99 99 

100 \ 


V. 

Workshop Manage- 





ment 

99 99 

100 

40 


Minimum pass marks for Groups I and II ... 60 per cent. 

>> ,, y, f, III, IV and V 40 ,, ,, 

„ M on Aggregate ... 60 „ „ 

„ ,, ,, for First Class ... 70 „ 



Applied Meohaniot. 


In addition to a more thoroiifirh familiarity with the pre- 
liminary syllabus : — 

The elastic constants for steel, iron and non-ferrona alloys, 
and the strength of stone, brick and the more familiar Indian 
timbers, Resilience and oyerstrain. 

Beams, their strength and resilience including encastre 
beams and simple continuous beams. Composite sections and 
•trussed beams. 

Torsion of round shafts both solid and hollow. 

Springs, Helical, Spiral, and Carriage Springs. 

The commercial testing of steel, iron and building mate- 
rials. The assumptions of Clerk-Maxwell stress diagram. 
Deficient and redundant frames in two and three dimensions. 
Applications of the funicular polygon to determine bending 
moments, moments of inertia, deflection, the shapes of, and 
stresses in, suspension structures, struts, and columns. 
Formula of Euler and Bankine. Braced and built iip columns. 
•Grillages. 

Plate girders. Flange areas. Rivet pitches. Deflec- 
tions. Webs and stiffeners. 

Flovr of water in pipes and channels. Critical velocity. 
Power transmission. Water hammer. Pumps and pumping. 
Centrifugal, reciprocating and other types of pumps including 
air lifts. The measurements of flowing water. 

The steam engine mechanisms. Toothed wheels, includ- 
ing spiral gears and epicyclic trains. Belt and rope driving. 
Bearings. Current literature. 
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Prime Movers. 

In addition to a more thorough familiarity with the preli- 
minary syllabus : — 

Relations between power, speed and dimensions of recipro- 
cating steam engines. The usual yalve gears and calculations- 
connected therewith. Fuel and steam consumptions. Con- 
struction and capacity of boilers. Condensers. Other steam^ 
plant auxiliaries. 

Internal combustion engines. Relations between power,, 
speed and dimensions. Valve timing. Ignition and carbura- 
tion. Fuel and lubricating oil consumptions. Air 
compressors. 

Refrigerating Plant. Gas Producers. Steam Turbines,. 
De Laval, Parsons, Curtis, Rateau, and Zoelly types. The- 
turbine condenser and air pump. Governing of steam turbines.. 
Labyrinth and other packing. Other structural details. 

Water turbines and wheels. Windmills. Current litera- 
ture. 


Continuous Current Eieotrical Engineering. 

Measuring instruments and testing. Laws of the magne- 
tic circuit and calculations thereon. 

C. C. generators and motors; principles of and essential' 
parts; elements of design and simple calculations connected^ 
therewith; calculations of and tests for loss^, efficiencies, and’ 
characteristics. 

Secoi^lary batteries, principles of; usual forms; testing. 
Setting up and maintenance. 
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Electric lamps and lighting; glow axe, mercury vapour, 
Mid other lamps ; principles involved, use and testing. 

Generation and Control of Power. 

Power transmission and distribution by continuous 
^3urrents. Electric traction by continuous currents. 


Alternate Current Eleetrioal Engineering. 


Theory of alternate currents; elementary mathematical 
theory ; units and measurement. 

A.C. generators and motors; Theory and maintenance and 
testing ; Elements of design and simple calculations connected 
therewith. 

Transformers and converters. Theory, use, maintenance 
.and testing. Simple calculations concerning testing. 

Generation and Control of Power. 

Power transmission and distribution by alternate currents. 
Electric traction by alternate currents. 

Books recommended for El^trical Engineering : — 

(1) Elements of Applied Electricity, Vol. Ill, by Prof. 

B. C. Chatterjee« 

(2) Electrical Engineeriiig Practice by J. W. Meares. 
<3) Dynamo and Motor Control by Ibbetson. 
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Eltotrioal Eiigiiiaeriiig Laboratory. 

Standardisation of Measuring Instruments. Measurement 
of Self-induction, Capacity, Power and Power Factor. Com- 
plete Tests on Direct Current Dynamos and Motors. Storaige^ 
Battery Work. 

Tests on Transformers, Induction Motors, Rotary Conver- 
ters and Synckronous Motors. Traction Motor Tests. Paral- 
lel Operation of Continuous Current Dynamos and Alterna- 
tors. Line Tests. 

High Voltage Testing. 


Workshop Managoment. 

Money, and market price. Capital. Foreign Currencies* 
and Exchange. Transaction abroad. Book-keeping. Office 
Routine. Correspondence and Filing Systems. Choice of Site. 
Layout of Buildings. Choice of a Prime Mover. Time- 
keeping. Gate Control. Depreciation. Valuation. Costing- 
Systems. Store-keeping. Overhead Charges. Current 
Prices of Labour and Matertal. »Tigs and Fixtures. 
Speeds and Feeds. Time, Piece-work, Bonus, and* 
Task Systems of Wage Payment. Profit Sharing. Trade- 
Unions. Workmen’s Share in Management. Accurate 
Measurement. Principles of Mass production. Limit and* 
other Gauges. The Tool Room. Factory Tjegislation. 
Patents and Trade Marks. 

Book ^;pcommended : — 

Economics of Engineering by Profs. B. C. Chatt^rjee and? 
L.%). Coueslant. 




Portion of Foundry. 



101 


Licentiate Diploma Examinatien 
in 

Civil Engineering. 


The grouping in the Final Diploma Civil Engineering 
Course shall be as follows : — 


Group. Subject. 

I. Surveying 


Nature of Examination. 


Pull Pass 


Marks. Marks* 

... Sessional work 250 160 


n. Structural Drawing 
and Design 


250 160 


in. Hydraulics and Water- 
works ... Written 8 hours 100 

Irrigation and Sanita- 
tion ... ,, 


IV. Hoads and Bailways ... 
Structures 

V. Office Eoutine and 
Estimates 


100 

100 

100 


80 


100 40 

60 per cent. 


Minimum pass marks for Groups T and IT 

„ „ ,, „ „ III, rV and V 40 „ „ 

„ „ ,, on Aggrejrate ... 60 „ „ 

„ ,, * ,, for First Class ... 70 ,, „ 
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Hydraulics. 

Hydrostatics. Total pressure. Besultant pressure. 
Equilibrium of floating bodies. Stability of Dams. Ber- 
noulli’s Law. Orifices. Weirs. Pipe-line problems. Pumps 
and pumping. Turbines. The Pelton, Francis and Propeller 
Turbine. Specific speeds. Water hammer and surge tanks. 
Governing. Wells and well sinking. Perennial tanks. 
Other sources of water supply. Catchment areas. 
Bainfall and Bun-ofi. Drainage of Storm Water. Storage of 
Water. Channels. Purification, Distribution and Measure- 
ment. 


Irrigation and Sanitation. 

Benefits and disadvantages of irrigation. Canalization 
of Bivera. Gravity and power distribution. Economics of 
an irrigation system. Water Supply, relation of water supply 
to area supplied, population and the local climate. Detail 
distribution. Suitable and unsuitable soils. Evaporation. 
Sewage and sewers. Use of and disposal of sewage. Sani- 
tary ptdmbing, construction of Latrines and Urinals. 
Municipal Laws. A general idea of sewage-borne diseases, 
and method of prevention within the Engineer’s power. 


Structures. 

Materials, their physical properties and costs. Strains 
and stresses. Elastic constants. Beams, strength and stifi- 
ness. Plate girders. Columns. Deficient, sufficient and 
redundant frames. Suspension structures. Frame bridges. 
Dead and live loads. S6eel and iron tanks. Stability of 
masonry structure. Dams and retaining walls. Beinforced 
concrete and brick work. Structural steel work in buildings. 
Buildings aaiA building laws. Elements of Architecture. 
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Roads and Railways. 

Economic relations between Hoads and Railways. 
Kutcba and Permanent Roads. Materials for Road-making. 
CJonstruction and drainage. Ctdverts for storm and ordinary 
water. Cost and maintenance. City Roadways and Streets. 
Town Planning. 

Classification of Railways, Ganges, Electric Railways, 
Light Railways, Temporary Railways for contract work, Re- 
<3onnaissance. Preliminary Survey, Gradients, Embankments 
and Cuttings. Office Location. Field Location. Permanent 
Way. Stations and subsidiary buildings. Rolling Stock. 
Traffic Management. Maintenance. Freights, Tariffs. 


Office Routine and Estimates. 

Money and Market Price. Capital. Foreign Currencies 
and Exchange. Transactions abroad. Book-keeping, Cor- 
respondence, Filing Systems. Depreciation. Valuation. 
Store-keeping. Current Prices of Labour and Material. Cost 
•of Transport. Systems of Wage Payment. Law of Contract. 
Other Industrial Laws. Quantities and Estimates. 
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Intermediate Soienee (Engineering), Part I, 1926i» 

Subject : —MATHEMATICS. 

Paper I. 

Paper-setter and Examiner— Sohan Lai, M.8e. 

Time — ^Three Hours. Full Marks — 100. 

Answer SIX questions onx.y. 

The questions are oe equal value. 

1. Draw the graphs of Sin x and er-^ , between a?=s0 and 

a;= 3*142. Solve the equation Sin ir=l. 

2. (a) A straight line moves so that the sum of the reciprocals 

of its intercepts on two fixed intersecting lines is con- 
stant ; shew that it passes through a fixed point. 

(6) The equation y* --2xy Sec^+a?*=0 represents two- 
straight lines passing through the origin and making an 
angle $ with one another. Prove this. 

3. POP' and D C D' are a pair of conjugate diameters of an 

ellipse. <j> and </> * are ,the eccentric angles of P and D* 
respectively. Prove that : — 

(n/OP* + CD*=a*-f&V 


(ni) Area of the parallelogram which touches the 
ellipse at P, P', D and D' is pqual to 4a6. 
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4« (a) Differentiate 

^ ^ 

m) co8~^a?+ cos—W 1— a?* (tv) 

(6) If yi=iA ^ B <9“****, where ^ end B are constant, 
< 1 * 1 / « 

show that “^i“— n y=sO 


5. Explain clearly what you understand by the Radius of 
Curvature and show that it is equal to 

1^1 + * ( J 1“^^* radius of curvature 

of the ellipse, \ I, at the point (o, 6). 

n* o* 

•6. A vessel in the form of a right circular cone, whose height 
is 7 ft. and diameter of its base 6 ft., placed with its 
axis vertical and vertex downwards, is being filled with 
water at the rate of 10 cu. ft. per min. ; find the 
velocity with which the surface is rising (a) when the 
depth of water is 4 ft. and (6) when 60 cu. ft. have 
been poured in. 

7. Explain the method of finding the maximum and minimum 
values of a function with a single independent variable. 

The weight of gas which *will flow per second through an 
orifice from a vessel where it is at pressure into 
another vessel where it is at pressure p is propor- 
tional to — . / 1 — where a is p/po and y is 
^nowp constant. When is this a maximum ? 
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1 ^ 

(a) If -p:B=W K, prove that 


) I log 

dK K»V r J ^ 


r. 


(b) The length of arc measured from a fixed point on a 
certain curve is iS=d?*+ir. Find the slope of the 
curve at flc=2# 


• 9 . Integrate 


/ xdx 

/ dx 
e* +e-* 

r < 

I X (x 


+ L 

-1) 




dx 


dx 


f 

J 


\/3-2 a?* 

dx 
1 — sin a* 


X tan— ' X dx 


10. The segment of the parabola y* = 2ax^ cut off by the line 
a? = a, is revolved about the x axis. Find the surface, 
volume and the centre of gravity of the solid generated. 


11. A cone, diameter of base length of axis 2", rests with 
its base on the ground, and is cut by a plane bisecting 
the axis inclined at 45’* to the H. P. and perpendicular 
to the V. P. 

Draw the plan and elevation of the cone, showing the 
trace of the section plane on its surface. 

Draw the true shape of the section of the cone where it is 
cut by the inclined plane. 
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Intermediate Science (Engineering)i Part I, 1926. 

Subject . —MATHEMATICS. 

Papek II. 

Paper-setter and Examiner — 8. N. Maitra, I.E.8., M.A., A.R.C.8€.. 

Time — ^Three Hours. Pull Marks — 100. 

Answer SEVEN questions only. 

All questions carry equal marks. 

1. Show that the resultant of a force and a couple in the same 

plane is a single force. 

Ox^ Oy are rectangular axes, and P is a point whose co- 
ordinates are (3, 4). Find the intercepts made on Or, Oy' 
by the line of action of the resultant of a force of 7 units 
along OP and a counterclockwise couple of moment 
21 units. 

2. A body of mass M has a movable part of mass m ; prove that, 

when the movable part is displaced so that its centre of 
gravity moves through a distance c, the centre of gravity 

of the whole is displaced through a distance — in the* 

M 

same direction. 

A sheet of paper is in the shape of a rectangle, 9 inches wide 
by 12 inches long ; one of the shorter sides is folded 
down, so as to be entirely along one of the longer sides ; 
find the position of the centre of gravity of the whole 
sheet when thus folded. 

3. A weight rests on a rough inclined plane, whose inclination 

a exceeds the angle of friction X, being prevented from 
sliding by a force P. Find (geometrically or otherwise) 
the direction and magnitude of the least force which will 
STlffice for this purpose. 
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A uniform ladder rests with its foot on the rough ground* 
and its upper end against a smooth wall, its inclination to 
the vertical being B, Prove that a horizontal force applied 
to the foot to make it approach the wall must exceed 
W (/* + J tan ^), where W is the weight of the ladder* 
and the coefficient at the foot. 

4. State necessary and sufficient conditions for the equilibrium 

of a system of co-planar forces. 

A rod of length a and weight W is supported in a horizontal 
position by two strings of length a attached to the ends of 

W 

the rod and to two rings of weight — which are free 

4 

to move along another fixed rough horizontal rod. Shew 
that the greatest distance apart of the rings consistent with 

r 6/* ^ 

equilibrium is a 1 4- ^ 

I ^9/^2 -1- 4 J 

5. Define momentum. If the momentum of a system varies, 

explain how the force acting on it is to be measured. 

A jet of water of cross-section 3 square inches and velocity 
40 feet per second impinges normally on a plane inelastic 
wall, so that the velocity of water is destroyed on reaching 
the wall. Calculate in lbs. weight the thrust on the wall* 

6. An engine of mass 105 tons is coupled to and pulls a carriage 

of mass 30 tons ; the resistance to the motion of the 
engine, xSo its weight. Find the tension in the coupl* 
ing if the whole tractive force exerted by the engine iis 
equal to the weight of 6,000 lbs. 

7. Show that if a point P move in a straight line towards a 

fixed point 0 \n the line under an acceleration equal to 
OP, being a constant, then OP = « sin 
where a and b are constants. 

8 
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Prove that two simple harmonic motions of amplitudes a 
and with a diflPerence of phase €, and common fre- 
quency, compound into a simple harmonic motion ; 

TT 

find its amplitude. 

S, Explain a method of determining the specific gravity of a 
solid which is (a) heavier, (h) lighter than water. 

A piece of wood weighs 144 grammes in air and a piece of 
metal weighs 3fi grammes in water. When fastened 
together the two weigh 24 grammes in water and 8 gram- 
mes in a solution of specific gravity I’l. Find the 
specific gravities of the wood and metal. 

State and prove the rule for finding the thrust on a plane 
area which is subject to the pressure of a heavy homogene- 
ous liquid. 

The depth of water in a rectangular cistern is 4 ft. If h^f 
an inch of the water evaporates, what rise in the height 
of the barometer will make the magnitude of the pressure 
on a side of the cistern equal to its former value ? (The 
specific gravity of mercury is to be taken as 13*5, and the 
original height of barometer as 30 in.) 
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Intermediate Science ( Engineering)! Part I, 1926. 

Subject : — ENGINEEEING. 

Paper-setter and Examiner~-0. A. King, B.So., A.R.C.Sc., 
M.I.M.E,, M.I.8.E., M.I.E. 

Time— Three Hours. Full Marks — 100. 

Answer SIX questions only. 

All questions are of equal value. 

No Tnarhs will he given for incorrect or slovenly tvorh. 
Extra marks will he given for neatness. 

1. A motor car weighing 4,200 lbs. ascends an incline of 1 

in 20 at a steady speed of 15 miles an hour, when 
developing 12 horse-power. Determine the wind 
resistance if the road and frictional resistances com- 
bined amount to 50 lbs. 

Assuming the wind resistance to be proportional to the 
square of the speed, and that the other resistances 
remain constant, estimate the maximum speed on 
the level when developing the same power. 

2. Define Centre of Pressure. 

A rectangle, 2 feet by 6 feet, is immersed in water 
with its plane at 30® to the vertical, and the upper 
2 feet side horizontal and at 4 feet below the surface. 
Find the resultant pressure on one side of the rect- 
angle and the position of the centre of pressure. 

3. A train consists of 10 trucks, each of which weighs 12 

tons. The diameters of the journals^ are 4 inches, 
and the diameters of the wheels 3 feet. 

The coefficient of friction between the journals and their 
bearings i% 0.06. Find the resistance of the train 
due to axle friction, and the horse power required to 
draw the train on the level at 20 miles per hour 
against this axle friction alone. In practice, what 
other important resistances have to be considered? 
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4. Sketcli and describe briefly some form of vertical steam 
boiler and enumerate the fittings and equipment that 
should be supplied with the boiler. 

6. A jet of water, 2 inches in diameter, issues from a nozzle 
at 50 feet per second, and impinges normally on a 
flat plate moving at 20 feet per second in the direc- 
tion of the jet. Find the pressure on the plate, the 
work done on the plate per second, the work per 
second necessary to maintain the jet, and the 
efiicieney of the arrangement. 

6. A beam, 40 feet long, is carried on three supports, one 

at each end and one at the centre of the length. The 
beam cames a uniform load of 2 tons per foot over 
its whole length, and the supporting force at the 
centre is 46 tons. 

Draw the bending-moment and wshearing-force diagrams,, 
stating the greatest positive and negative values of 
shear and moment and where they occur. 

7. A centrifugal pump is directly coupled to an electric 

motor. The pump is required to deliver 1,800 gal- 
lons of water per minute to a height of 220 feet,, 
the revolutions of the wheel and shaft being 1,500 per 
minute. 

If the efficiency of the pump is 70 per cent., find the 
necessary diameter of the shaft that the shear stress 
may not exceed 5 tons per square inch. One gallon) 
of water weighs 10 lbs. 

8. The travel of a simple slide valve is 3 inches and the 

connecting rod is equal in length to four cranks. 
Take the lead on the forward stroke as J inch and 
the cut off for both the forward and the backward 
strokes at fths of the stroke. Find the outside laps, 
and the lead on the return stroke, also the angle of 
advance of the eccentric. * 

9. Sketch and describe a simple steam engine naming all 

the parts anc^ the materials of which they are made. 
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Intermediate Science ( Engineering) i Part I, 1926. 

Subject:— MECHANICAL DRAWING. 

examiners — Principals F. Walford, Wh.Sc., M.I.M.E. ; C. A. King, 
B.Sc., A.R.C.Sc. 


Time — Four Hours. 


Full Marks — 100. 


(iuK.sriox ONE must uk attempted. 

1. The drawing on next page represents two views of a 
connecting rod end with Strap, Gib, and Cotter. 

Draw the two views shown and add an enrl elevation 
looking in the direction of the arrow. F>cale f Full 
Size. 


Note on your drawing the materials of which tho several 
parts are made. 


How are the brasses of the connecting rod end of question 
1 adjusted for wear? 

3. Show, by sketches, four totally different methods of 

locking nuts. 

4. Show by sketches the forms of the Whitworth, Seller’s 

and French Vee threads and also square and buttress 
threads (mark the proportions of these threads taking 
the pitchP one inch). 

5. Show by sketches three methods of preventing a bolt 

from rotating while the nut is being screwed on or off. 



116 






117 


Intermediate Science (Engineering), Part I, 1928. 

Subject:— BUIEDniTG AND BUILDING MATERIALS. 

Paper-setter and Examiner— H. K. Sen, M.I.M.E. 

Time — ^Three Hours. Full Marks — 100. 

[Answer Questions 5, 6, 7, 8, and any two from the 

FIRST FOUR.] 

1. What are the chief points to look to in choosing a build- 

ing stone? Into what classes are stones divided as 
regards their methods of formation? How can one 
class usually be distinguished from the other? 
Mention two examples of each class and the uses to 
which they are put. 

2. What is mortar? What are its uses ? What precautions 

are necessary in using it? What are the qualities to 
be sought for in good mortar? 

3. Distinguish between Sal, Mahogany, Bamboo and Teak 

as timber and compare them in regard to durability 
and covst. What precautions are necessary in using 
timber in buildings? 

4. A sample of Portland cement to be used in concrete has 

to be tested for tensile strength. Describe the tests 
usually made, and state what results may be expected 
from a good brand of cement. 

5. Give a neat dimensioned sketch of a wooden King Post 

Truss. Give details of all joints. 

6. What are the main points to consider in designing founda- 

tions of machineiy? Illustrate your answer by 
examples. 

7. Explain by sketches the following: — 

(a) Believing arch, (b) Skewback. (n) Benching out. 
(d) Squared rubble (uncoursed) with ashlar 
quoins, (e) Brick-on-edge flooding, herringbone 
pattern. 
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8. A circular chimney is required for a range of five 
Lancashire bailers. 

(a) Draw to scale a sectional plan of the chimney at a 
height of 30 feet above Q L., giving dimensions. 

(h) State the number of ordinary bricks you would re- 
quire for its construction including wastage. 


Intermediate Science (Engineering), Part I, 1 S 26 . 

Subject :--STJRVEYING. 

Paper-setter and Examiner— >C. J. Veale, F.R.A.S., F.R.G.S. ‘ 

Time — Three Hours. Full Marks — 100. 

Answer FIVE Questions only. 

1. A three-foot-screw Dumpy liOvel, on a stand, is to be 

put into correct adjustment. Describe shortly, step 
by step, and in order, the correct method of doing it 
and what precautions apply to the stand. 

2. Describe the adjustment for vertical collimation only of 

a transit theodolite. A Level staff is not to be used. 

3. The following is a closed traverse: — 


Side. 

Length. 

Azimuth from N. 

AB 

391 feet 

42"— 38' 

BC 



CD 

407 feet 

o 

0 

1 

00 

DE 

791 „ 

280“— 53' 

EA 

782 „ 

1 

o 


Find length and azimuth of BC. 




119 


4. Tabulate a 3° curve of length 350 feet from T.P. to T.P. 
giving angles to be read on a theodolite for pegs 100 
feet apart, at the two T.P.s and also on the third peg, 
as it is assumed that not more than 300 feet is visible. 

•5. You are given a Level and no means of adjusting it, also 
its stand and a Level Staff. Give all the precautions 
you would take to obtain good results. A chain is 
used for measuring distances. 


6. Complete the following page from a Level book: — 



7. What do you consider are the limits of closing error in 
the following? 

(a) A chained distance of 1,000 feet. 

(h) In inward angles at 5 travei’se stations using a 
theodolite divided to read one minute^ , 

(c) A 14-inch Dumpy Level on a moderately flat 
piece of ground ; distance one mile of levelling. 
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InterniMliato Scienco (Eiigineering)y Part I9 1926r 

Subject:— ENGINEERING PHYSICS. 

Paper-setter and Examiner— G. C. Mukerji, M.80. 

Time — Three Hours. Full Marks — 100.- 

[Answer Questions 1, 2 and any FOUR additional 

QUESTIONS.] 

1. An oil engine gave 6.2 brake-horse-power for an oil con- 

sumption of 6.64 lbs. per hour. If the heating value- 
of the oil is 10,600 Ib.-deg.-cent. units, what per- 
centage of the heat supplied in the oil is converted 
into useful work? 

2. Define the efficiency of a heat engine and show why it 

is that only a small proportion of the heat absorbed 
by a heat engine reappears in the form of useful work.. 
If an engine and boiler consume 3 lbs. of coal per 
hour per horse-power and the heat developed during 
the combustion of each pound of coal is sufficient to 
convert 12^ lbs. of water at 62°F. into dry saturated 
steam at an absolute pressure of 100 lbs. per square 
inch (temperature, 327. 9®F.), what, under these 
circumstances, is the efficiency of the engine, the 
boiler efficiency being taken as 72 per cent? 

3. Define unit pole, unit potential, unit field, and establish 

expressions for the potential and field at any point 
due to a very small bar magnet, 

4. Two equal bar magnets are fastened rigidly together 

at right-angles. Show that the greatest couple exert- 
ed on them by the earth's horizontal force will be 
times the greatest couple exerted on each 
separately. 

6. Andiron, ring 3 sq. c.m. in cross-section and 60 c.m. 
in mean circumference is wound with a coil of 100 
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turns. It is found that a current of 8 amperes pro- 
duces a flux of 40,000 lines. Find the permeability 
of the iron. 

6. A storage battery of 55 accumulators, having an E.M.F. 

of 1.8 volts and an internal resistance of .0125 Ohm: 
per cell is connected to mains maintained at a con- 
stant pressure of 143 volts. Determine (a) the charg- 
ing current at starting and (h) the resistance which 
must be introduced if the charging current is not to- 
exceed 40 amperes. 

7. A dynamo produces a constant potential of 120 volts at ita 

terminals and is 300 yards away from a house where 
there are two hundred 100 volt 35 watt glow lamps 
in parallel. What size leads should be employed 
between the dynamo and the house if the resistance 
of an inch cube of copper is .66 microhm? Find 
also (i) the electrical horse-power supplied at the 
house, (ii) the Board of Trade units supplied in Ifr 
hours, and (iii) the cost of the energy at 4d. per unit. 

8. A short piece of lead wire having an emissive power of 

.00025 is used as a fusible cut-out. Determine its 
diameter so that a current of 7.2 amperes may just 
fuse it. 

Specific Resistance of lead = 19.85 microhms. 
Melting point of lead = 335® C. 

Room temperature = 10® C. 

9. Show how to calibrate a moving coil ammeter by a poten- 

tiometer, discussing fully all the precautions which 
have to be taken for high accuracy. 

Or 

Give neat diagrammatic sketches explaining the prin- 
ciples of action of 

(1) ^ Evershed^s Megger. 

(2) Any type of house-meter. 
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Intermediate Soienoe (Engineering), Part I, 1926. 

Subject ENGINEERING CHEMISTRY. 

Paper-setters and Examiners— C. A. King, B.Sc., A.R.C.So., 
M.I.M.E., M.I.8.E. M.I.E.; Dr. N. R. Dhar, D.Sc. 

Time — Three Hours. Full Marks — 100. 

Note : — (a) Use a Separate Answer ]5ook tor each Section. 

( b ) Answer THREE questions onta’ in each 
Section. 

(<?) Mark the number of Section ci.earia on the 

FRONT COVER OF EACH AnSWER Jk)OK. 

Section I. 

1. What is Portland Cement, and liow does it behave when 

mixed with water to form a mortar? State the ac- 
tion, if any, of atiueous solutions of acid and of 
alkali on Portland Cement, and give the composi- 
tions of cements capable of resisting^ the action of 
hydrochloric and sulphuric acids. 

2. Describe one irudustruil method of separatiiij^ (a) two in- 

soluble solids, and {h) a solid insoluble in water, from 
one soluble; giving sketches of the necessary plant, 
and referring to any conditions necessary to secure 
effective and economical working. 

-3. What do you understand by such expressions as First 
Class, Good Second Class, Second Class, and Third 
Class Indian Coals? Name some of the seams or 
localities from which you can obtain the above men- 
tioned coals with their current priees per ton at the 
collieries. 

Why is a coal washed? Do Indian coals lend them- 
selves to washing? Give reasons for your answer. 
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4. How do the impurities present in coal, such sulphur,. 

phosphorus, etc., affect our judgment as to its com- 
mercial value? 

How do you determine the coking value of a coal? 

5. Name the principal liquid fuels, and write a short ac- 

count of the occurrence and properties of any one* 
of them, giving approximately the specific gravity, 
range of distillation, calorific value, and elementary 
composition. 


Section II. 

1. Discuss the following statement of Sir George Beilby,. 

a great leader in Engineering Chemistry : — 

“An early training in the doctrines of atomic and" 
molecular theories is of the greatest service to an» 
Engineer. 

Can you justify the above statement? 

2. Write an essay on Combustion. 

3. Building stones, such as granite, limestone, sandstone,. 

slate, brick, etc., are generally subjected to certain* 
physical tests in addition to a chemical analysis. 

What chemical and physical tests would you apply to 
determine accurately the relative value of a building 
stone ? 

4. Write an essay on the Chemistry of corrosion of metals 

by air and water. 

5. Write a note on the vulcanisation of rubber. Wliat are- 

rubber substitutes? 
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Intermediate Science (Engineering), Part I, 1926> 

Subject : —ENGINEERING METALLURGY. 

\ 

S^aper-setters and Examtnera—G. A. King, B.8c., A.R.C.80., 
M.I.8.E., M.I.E.; Dr. N. R. Dhar, D.80. 


'Time — ^Three Hours. Full Marks — 100. 

J^OTE : — (a) Use A Separate Answer Book for each Section. 

(b) Answer THREE questions only in each 

Section. 

(c) Mark the number of Section clearly oIt the 

FRONT COVER OF EACH ANSWER BoOK. 


Section I. 

1. Sketch the iron-carhon-equilibrium diagram. Show how 
a knowledge of such a diagram is essential for the 
determination of the heat treatment necessary to 
enable steels to be used commercially for different 
purposes. 

12. What do you understand by hot and cold working of 
metals? Describe the effect of hot and cold working 
on steel. 


State what you know of the influence of casting tem- 
perature on the properties of cast-iron. 


3. What are the essential properties of W anti-friction 
alloy? Describe briefly the classes of alloys used for 
mis purpose — ^giving also the approximate compo- 
sition. 
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Describe with sketches, how a bearing is lined with anti- 
friction or White metal.’’ 

-4. State the general effects of adding nickel, tungsten, 
manganese, and vanadium to steel. What is the 
result of adding more than one of these elements 
to the same steel. 

•6. Describe the usual methods of classification of binary 
alloys. Draw typical equilibrium diagrams for the 
principal classes. 

Section II. 

.1. How is steel manufactured by the Tata Iron and Steel 
Company at Jamshedpur? Describe the various 
stages of the process before the final product is put 
bn the market. 

:2. What are the important ores of iron? What are the 
methods for the commercial sampling of iron ores? 

“3. How is nickel manufactured? What are the uses of this 
metal? 

4. How can you prepare a sample of metallic manganese? 
What are the uses of this metal? 

:6. Write a note on Sands and their relative values from 
the point of view of a metallurgist. 

What are the essential characteristics of a good Foundry 
Sand? 



Intermediate Science (Engineering), Part II, 1S26r 

Subject MATHEMATICS. 

Paper I. 

Paper-setter and Examiner~-S. N. Maitra, I.E.8., M.A., A.R.G.Se. 

Time — Three Hours. Pull Marks — 100.. 

Answer SEVEN questions ont.y. 

All questions carry equal marks. 

1. (a) Find/' (x) in the following cases : — 

. («)/(.)= 

(b) A piston is 8 feet from one end of a cylinder of 
diameter d inches, and steam is admitted at the rate- 
of V cubic feet per second. At what rate is the piston 
moving ? 

2. There is a piece of mechanism whose weight is 200 lbs.. 

The following values of s in feet show the distance 
of its centre of gravity (as measured on a skeleton 
drawing) from some point in its straight path at the 
time t seconds from some era of reckoning. Find its-, 
acceleration at the time t = 2*05, and the force in Ibs- 
which is giving this acceleration to it. 


8 

0-3090 

0-4931 

0-6799 

0-8701 

1-0643 

1-2631 

t 

2 

2-02 

2-04 

2-06 

2-08 

2*10 
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3. The pressure p of the atmosphere at an altitude h kilo- 

metres is given by pz=:poI^ \ Po beingthe pressure at sea- 
level (760 mm.). The pressnres at 10, 20 and 50 kilo- 
metres being 119*2, 42*2, 0*32 millimetres respectively, 
find k in each case. Using the mean value of k, find 
the percentage error in each case. 

4. In the catenary y =rtCos „ , prove that {a) th^ length 

of the portion of the normal intercepted between the 
curve and the axis of r varies as ?/*; (5) the radius of 

curvature, p= 


5. (a) Examine the function, 4 Cos .r -f- Cos 2a:, for maxima 

and minima. 

(6) The strength of a rectangular beam of given length is- 
proportional to the breadth of the section multiplied 
by the square of the depth. Find the strongest beam 
which can be cut from a cylindrical log 12 inches in 
diameter. 


6. Integrate : 


(»•) 


j r‘sin J- d-r, (i/) J' V* 1— j-’ dx, {in) J' 


dx 


7. A prism initially of length I under a load P\ is compressed 
to a length /—A when the load is P, Assuming 
a), shew that the work done during the 

compression A is Pi /- log^ — . 

l — A 


8. Show that the co-ordinates of the centre of gravity of any 
solid are given by 

“* __ i ll P-r dx dy dz - - \\\9y d^ dy_dz ~ ffjpz dx dy dz 

X ,y - ^ — 

where M is the mass of the solid and p the density at 
any point. 

Where is the centre of gravity of a uniform solid in the- 
shape of an octant of an ellipsoid ? 


9 
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9. (a) Solve the equations : — 

(i) xy -h (Z* -a:®) =0; (m) ydx + 2 xdy^(S 

ax 

do 

(b) The rate of cooling of a body is given by ^ = — 0 01^, 

where is the excess of its temperature above that of 
the surroundings, which is IS^C. Find the temperature 
of the body 3 minutes after its temperature is 45°C. 


intermediate Science (Engineering)! Part ll» 1S26. 

Subject -.—MATHEMATICS. 

Paper II. 

Paper-setter and Examiner— Sohan Lai, M.Sc. 

Time — Three Hours. Full Marks — 100. 

Answer SIX Questions onf.y. 

The questions are of equal vaTiUE. 

1. A body weighing 3,000 lbs. was lifted vertically by a 
rope, there being a damped spring balance to indicate 
the pulling force F lbs. of the rope. When the body 
has been lifted x feet from its position of rest the 
pulling force was automatically registered as 
follows : — 


X 

0 

20 

40 

65 

75 

95 1 110 

1 

140 

F 

8000 

7950 

7800 

7500 

7400 

6800 6400 

4000 


Find the work done on the body when it has risen 80 feet. 
How much of this is potential energy and how much 
is kinetic energy? 

Find also the work done when it has risen 140 feet. 





129 


■2. Calculate the greatest and least M. of I. of a T-iron 
section 5 inches wide, 4 inches deep, and J inch thick, 
(yonstriict ihe Momental Ellipse for this section. 

13. Find the shape assumed by flexible cable of uniform 
(Toss-section loaxle<l with its own weight only; the 
weight per foot being “ W.” Find also expressions 
for the length of arc and the tension at any point. 

A cable weighing 4 lbs. per foot is stretched between 
two points in the same horizontal plane. The length 
of the cable is (iOO feet and the tension at the points 
of support is 2,000 lbs. Find the sag and also the 
distance between the points of support. 

4. Explain clearly w’hat do you understand by Instantaneous 
celhtre. 

A rigid body ha.s plane motion. Three points on the body 
A, B, and C in the same plane, are such that AB=3 
feet, BC=2 feet, and AC=2.() feet. At a certain 
instant it is known that the point A has a velocity 
of 4 feet per second in the direction from A to C, 
and the point B is moving in the direction from C 
to B. Show how the velocity of any other point on 
the body may be obtaine^l and determine the values 
for the velocities of B and the point midway between 
A and B. 

-5. Find an expression for the kinetic energy of a body 
moving, in two dimensions. 

A projectile weighing 12 lbs. has a linear velocity of 2,500 
feet per second and an angular velocity about its 
axis of 500 revs, per second. If its radius of gyration 
is 0.75 inch, what is the total K.E. of the projectile? 

’ 6 . Define SimiJe Harmonic Motion. 

A vertical helical spring, whose weight is negligible, 
extended one inch by an axial Pull of 100 lbs. A 
weight of 250 lbs. is attached to it and set vibrating 
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axially. Find the time of a complete vibration. If 
the amplitude of the oscillation is 2 inches, find the 
Kinetic Energy when the weight is 5 iJich below the 
central position. 

7. Solve the equations: — 

(a) ( l-f )(hj — (xy + x + ./•’ )r/.r = 0 

(b) {x*’\-y^)dx — 2xy dy^O 

/ \ I 

(<0 ,7;,,. +.</=•'•• 

8. Explain clearly what ^ou understand by the adiabatic- 

expansion of a perfect gas and find an expression for 
the work done during an adiabatic expansion. 

10 cubic feet of air at 75 lbs. pressure per square inch, 
expands adiabatically to 30 cubic feet. Find the* 
work done. 

9. What is meant by a temperature-entropy diagram for 

steam. 

Explain how you would construct it. Deduce a formula 
for the efficiency of a steam engine working on the 
Kankine cycle. 

10. An Engine of 620 H.P. takes in steam at 360°F. and* 

exhausts it at 140°F. The steam used per hour ie^ 
3,200 lbs. Find the work per lb. of steam and find 
also the steam per hour that would be used by an 
engine of the same H.P. working on the Bankine* 
cycle between the same temperature limits. 

11. State what is meant by Camot^s cycle as applied to a 

perfect heat engine. What is meant by the efiiciency 
of an engine? Give, also an idea as to how Oamot^s* 
cycle is arrived at. 
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Intermediate Science (Engineering), Part II, 1926. 

Subject APPlilED MECHANICS. 

IPaper-setter — >Prof. R. Stanfield, M.lnst.C.E., M.I.Mteh.E., 
F.R.8. (Edin.). 

Examiner—iProf. L. D. Coueslant, B.Sc. (Lend.). 

Time — Three Hours. Full Marks — 100. 

SIX UIKSTTONS ONLY TO JtK ATTEMPTED. 

1. A turbine rotor Avoif>:lis 5,400 lbs., and is supported 

by two bearinprs, A and B, 80 iindies apart, centre 
to centre; the centroid of the rotor bein^s^ f30 inches 
from the centre of the bearing? B. If the centroid 
is found to be 0.008 inches from the centre line of 
rotation, find the pressure produced on each of the 
bearings A and B, by the imbalanced centrifugal 
force, at a speed of 1,800 revolutions per minute. 

'2. An electric traiucar, weighing 11.2 tons, has a tractive 
I'csistance of 80 lbs. ]>or ton. AVhen it is travelling 
at 12 miles per hour down a gradient of 1 in 56, it 
is brought to rest by means of a force of 580 lbs. 
apydied through the hand brake. 

(^dcndate the distance travelled by the car, before stop- 
ping, from the point where the brake is first applied. 

A screw-jack has a square- threaded screw, with a mean 
diameter of 2 inches; the pitch being 0.5 inch. If 
the coefiicfient of friction is 0.2, what force acting at 
the end of a lever 24 inches long*, measured from the 
axis of the screw, will just raise a load of 4 tons? 

What is the efficiency of the screw*? 
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4. Water issues from a nozzle 1.5 inch in diameter with a 

velocity of 50 feet per second, and impinges against 
a flat plate at right-angles to the path of the jet. 

Calculate the pressure produced on the plate if the latter 
is (a) stationary, (h) moving with a velocity of 20 
feet per second in the same direction as the jet. 
Assume in each case that all the water leaves the plate 
at right-angles to its original direction. 

5. What is Simple Harmonic Motion? 

Write (down expressions for the velocity and accelera- 
tion, at any point of the path, of a body describing 
a simple harmonic motion, stating clearly the mean- 
ing of each symbol used. 

A point describing a 8.H.M. on a path of f30 inches is 
found to have a velocity of 8.4 fwt per second when 
at a distance of 0 inches from the end of *the path. 

Calculate the number of (‘omplete vibrations the ])oint 
will make per minute. 

6. A two-cylinder double-acling steam engine develops 125^ 

indicated horse-i)ower at a mean s]>eed of 84 revolu- 
tions per minute, and the fluctuation of energy ivS 
0.76 per cent, of the work done per stroke. The 
flywheel weighs 1,100 lbs., and has a mean diameter 
of 51 inches. 

Detemine the percentage cyclic speed variation above* 
and below the mean speed. 

7. What do you understand by the ' momentum ' of a body, 

and in what \mits is it measured? 

The tup of a drop-forging machine weighs 1.5 tons, and 
falls freely from a height of 90* inches. If it re- 
bounds from the metal at 20 per cent, of the velocity 
of striking, and the duration of impact is one- 
twentieth of a second, calculate the average force of 
^ the blow produced. 
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8. A solid wrought iron shaft, 10 inches in diameter, is to 
be replaced by a hollow steel shaft of the same 
external diameter; the torsional strength of the two 
shafts being the same. Assume that the safe work- 
ing stress in the steel is 35 per cent, greater than: 
the stress allowed in the wrought iron. 

Find the internal diameter of the hollow shaft, and the 
percentage saving in weight by the substitution. 

If the shear stress in the steel shaft is limited to 8,000 lbs. 
per square inch, what horse-power will be transmit- 
ted at a speed of 80 revolutions per minute? 


Intermediate Science (Engineering), Part II, 1928. 

Subject:— HEAT ENGINES. 

Paper-setter — Prof. R. Stanfield, MJInst.C.E., M.I.Mech.E., 
F.R.S. (Edin.). 

Examiner— ^rof. L. D. Coueelant, B.Sc. (Lond.). 

Time^ — Three Hours. Full Marks — 100. 

SIX Questions oni.y to he attempted. 

1. The cylinder of a Diesel engine is 16 inches in diameter; 

the stroke being 21 inches. At the beginning of the 
compression stroke the pressure of the air is 20 lbs. 
per square inch absolute, and the temperature is 
68°Fah. The pressure at the end of compression 
stroke is 480 lbs. per square inch absolute. 

Assuming the compression to be according to the adia- 
batic law, find (a) the clearance volume of the 
cylinder, and (6) the temperature at the end of com- 
pression. 

2. Determine the cylinder diameters for a pompound con- 

densing engine to develop 120 B.H.P. with a piston 
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speed of 650 feet per minute, and a meclianical effi- 
ciency of 80 per cent. The initial steam pressure 
in the H.P.C. is 120 lbs. per square inch absolute, 
and the back pressure in the li.P.C. is 3 lbs. per 
square inch absolute. The valve in the H.P.C. is 
set to cut off the steaJii at half stroke, and the clear- 
ance fraction in ea<‘h cylinder is 8 per cent. 
Diagram factor, 0.72. Cvlinder volume ratio, 1 to 
3.5. 

3. The following paiticulars arc taken from a test of a 
boiler : — 


Peed water evaporated per hour, lbs. 6,000 

Temperature of feed water, deg. Fah. 122 

Temperature of steam, deg. Fah. 373 

Latent heat of steam, B.Th.F. per lb. 857 

Quality of steam 0.97 

Calorific value of fuel, B.Th.U. per lb. * 14,4*00 

Efficiency of boiler, per cent. 70 


Calculate the weight of coal used per hour. 

4. A steam engine is fitted with a simple slide valve; the 
steam and exhaust laps being 1? inches and ^ inch 
respectively. Tf the angle of advance is 34 degrees, 
and the lead 3/16 inch, what is the travel of the valve, 
and the maximum opening of port to steam ? 

Give the position of the crank at the four critical points. 

b. During a B.H.P. test of a four-stroke cycle Semi-Diesel 
oil engine, in which the fuel was injected by air 
pressure, the following data were obtained : — 


Duration of test, minutes 74 

Load on brake, lbs. 90 

Spring balance reading, mean, lbs. 4 

Speed, revs, per minute, mean 302 

Puel oil used during test, lbs. 6.5 

Effective diameter of brake wheel, inches ‘ 45.5 

Specific gravity of fuel oil used 0.895 

Cost of fuel oil, pence per gallon 6J 


Lower caloiific value of fuel oil, B. Th.TJ. per lb. 18,000 
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Calculate from the above: — 

(a) The B.H.P. developed. 

(b) The oil used per B.H.P. per hour. 

(c) The eost of running per B.H.P. per hour. 

(d) The brake thermal efficiency of the engine. 

Describe the sequence of operations of an engine work- 
ing according to the Caniot cycle, and state why 
this engine has a higher efficiency than, any other 
engine working between the same temperature limits. 
Upon what factors does a high efficiency depend? 

A heat engine receives its fluid at ♦loO^^Fah., and dis- 
charges it into a condenser at llO^Fah. It consumes 
200 B.Tli.U. per horse- power per minute; compare 
its efficiency with that of the corresponding Carnot 
cycle. 

7. Sketch and describe the general aiTangement and con- 
struction of a surface condenser and air-pump suitable 
for use in conjunction with a steam turbine. How 
are the tubes connected to the tube plates? 

Fx])lain why it is necessary to have two air-pumps in 
certain turbine plants. 

Why is it more important to have a good vacuum with 
a tui‘bine than with a reciprocating engine? 

J8. Describe the principle of action in an oil-engine of the 
solid-injection type, working on the dual-combustion 
cycle. 

Illustrate your answer by means of a sketch of the 
cylinder of such an engine in longitudinal section, 
showing the necessary valves. 

How is the supply of fuel oil to the cylinder regulated? 

'What are the relative advantages and disadvantages of 
solid-injection as compared w'ith air-blast injection? 
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InterniMtiate Science (Engineering), Part II, 1926.. 

Subject;— MECHANICAL DRAWING. 


Examiners— Principals F. Walfordi Wh.Sc., M.I.M.E. ; 
G. A. King, B.Sg., A.R.C.Sc. 


Time — Four Hours. 


Full Marks — 100 


Qi:1:STIO>’ one must he ATTl^AirTKl). 


1. The afcoinpanyin^ drawing reprowseiits a Locomotive 

connecting rod end. Draw the two views shown in 
the drawing and add an etui elevation ^ lookitig in 
the direction of the arrow “ A.'^ ^cale J Full Size. 

Note, on your drawing, the materials of which the several 
parts should be made. 

2. State how the brasses of the connecting rod end of 

question 1 are to be adjusted to take up the wear,, 
and also explain the use of the shallow grooves cut 
in the cotter. 

3. What object is attained by the use of a i)iston valve? 

Explain clearly its action in regulating the passage 
of steam to and from the cylinder. Sketch the valve. 

4. Sketch a double-parted slide valve and explain the object 

of making it so. 

6. Show by sketches how you would attach the valve to the 
spindle of a screw down stop valve so as to permit 
j^^the screw to rotate independently of the valve. 
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Intermediate Science (Engineering), Part 11, 1S26. 

Subject:— PRACTICAL GEOMETRY. 

Paper-setter and Examiner--J. Tullis, B.8o., M.I.E.8. 

Time— Four Hours. Full Marks— 100. 

Answer FOUR questions only. 

1 shows the plan of the flanged end of a If inches 
dia. rod, the minimum thickness of the flange being 
1 inch. The rod is joined to the flange with a turned 
radius of 1 inch. I)raw’ an elevation of the flat side 
of the flange. 



H.P., and also the elevation of an equilateral tri- 
angular prism of indefinite length lying perpendi- 
cular to the V.P. Draw complete plan and elevation, 
showing the intersection of the prism with the 
pyramid. 

Find also the true shape of the face A of the pyramid 
showing the portion cut away by the prism. 

3. Two parallel cylinders whose elevations *are as shown in 
Fig. 3 (the axes being horizontal) are connected 
together by part of the tangent cone, the axis of the 
coi|p being at right-angles to the axes of the 




140 


4. Find the profile of a cam to raise a tappet, having a roller 
2 inches diameter, through 2 inches lift^ the motion 
being S. H. M. Rise takes place in Jth revolution, 
then rest for l/12th revolution, and fall during the 
next Jrd revolution of the cam. 

Diameter of the cam shaft=:.2 inches, least thickness of 
of metal = 1 incli. The line of action of the tappet 
passes through the cam centre, and the cam rotates 
with uniform angular velocity. 

A Pratt Truss of 80 feet span and 12 feet high is divided 
into eight equal panels and is loaded uniformly at 
2,000 lbs. per foot run. Draw the stress diagram 
and show the members in compression. 

•6. A 30 feet girder is hinged at B and simply supported at 

A. The loading is as shown in Fig. 4. , Draw the 

B. M. and S. F. diagrams. 


FIG. 4 



ys cwT 


» TOI# 


TONSb 


141 


Intermediate Science (Engineering), Part II, 1926. 

Subject E1.ECTRICAI. ENdlNElORING. 

Examiners — H. Burkinshaw. M.I.E.E., etc., and 

Prof. B. C. Chatterjee, B.A., B.L., B.Sc., M.I.E,.E. 

'Time — Three Hours. Full Marks — 100. 

Answer any SIX Questions. 

1. In a 50-rycle A.C. lamp magnet, the stroke is 5 cms., 

the voltage, consumed at the constant alternating 
current of 5 amps., is 10 in the initial position, and 
25 in the final position. Find the average pull of 
the magnet. 

2. What do you mean by Eddy Current? Describe with 

the help of sketches the various methods of minimiz- 
ing Eddy Current Loss and state some of its uses. 

3. Find the watts lost due to ((/) hysteresis, (5) eddy 

current in a transformer of 8,000 cubic centimetres, 
in which B = 5,000 gausses, f-=50, and the hysteretic 
constant li = 20xl0~ii watts per cubic centimetre per 
cycle; the laminte are 12 mils thick. 

-4. The voltage of an over-compounded generator rises from 
500 volts at no-load to 550 volts at full-load of 250 
amperes. This generator supplies energy over a line 
of 0.25 ohms., resistance to a load that increases uni- 
formly from 50 amperes to 250 during the first two 
hours of the day, then remains constant at 250 
amperes 'for 5 hours and then decreases uniformly 
to zero during the last 3 hours. What is the total 
line loss per day ? What is the all-day eflSciency of 
transmission P 
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5. A 225-volt D.C. shunt motor when running light, i.e., 
with no-load except the losses in the armature, takes; 
an aimature current of 10 amperes and rotates at a. 
speed of 600 r.p.m. What will be its speed when 
the output is 45 H.P. ? The losses in the field may 
bo neglected and the resistance of the armature taken, 
as 0.025 ohm. 


6. In a two-phase interconnected supply the load on the 

le«ading phase is non-inductive, and amounts to 12: 
amperes, while that on the other phase takes a cur- 
rent of 14 amperes, lagging by 45°. 

(a) Find the current in the common wire in magni- 
tude and phase. 

(h) Find the current if the loads are reversed. 

7. Show w'ith the help of a switchboard diagram how you? 

will run two 8-phase alternators in parallel. 

8. What do you understand by hunting of alternators?’ 

What are the remedies for such hunting? 

9. What is the inductance of the field of an 8-pole alterna- 

tor, if the 8 field spools are connected in series; each 
spool contains 500 turns, and a current of 5.65 amps, 
produces 6 megalines per pole? 

10. Deduce the equation for determining the capacity of a. 
transmission line with two-line wires. 



143 


B. Sc. Examination (Engineering), * Part I, 1926. 
SESSIONAL PAPER. 

The 'pa'per is given to Candidates immediately after the 
Durga Pooja Holidays. The completed designs must he given 
to the Principal of the Engineering College on or before 
March Ist^ 1926. The designs must satisfy the following 
specifications : — 

Group I.— STRUCTURAL DESIGN. 

Paper-setter— L. D. Coueslant, Esq., B.8e., A.M.I.M.E. 

Examiner— il. Tuliis, Esq., B.8o., M.I.E. 

Design and working drawings are required of a round steel * 
tank to hold 20,000 gallons of water with its lowest point 40 
feet above ground. It is to be supported on a steel structure 
which must rest on a sufficient foundation in Gangetic clay. 

Group II.— MECHANICAL DRAWING. 

Paper-setter— L. D. Ooueslant, Esq., B.8e., A.M.I.M.E. 

Examiner— il. W. Gaunt, Esq., A.M.I.M.E. 

A complete schedule is required of the limit gauges re* 
quired for the mass production of the Engine designed in 
Group III, also drawings, and design of all jigs, templatea 
and fixtures in pictorial projection. 

Group III,— HEAT ENGINES. 

Paper-setter-^L. D. Coueslant, Esq., B.8o., A.M.I.M E. 

Examiner— if. W. Gaunt, Esq., A.M.I.M.E. 

Design and drawings are required of a single cylinder 
horizontal steam engine 6 inches diameter by 9 inches stroke- 
with cut ofi variable between \ and J stroke, by hand adjust- 
ment while engine is running. Maximum cyclical speed 
variation 1/100, maximum total speed variation (controlled 
by a crankshaft gc/vernor which must be designed and drawn) 
1/20. The engine is to be non-condensing with engine stop 
valve pressure 60 lbs. per sq. in. (gauge). A belt pulley ta 
take off the maximum power is required. Speed 400 r.p.m. 

10 
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Group IV.— ELECTRICAL ENGINEERING. 

Part A. 

Cxiiiiiiner»~-8. Ghosh, Esq., M.I.E.E., M.I.E. ; B. C. Ohatterjee, 
Esq., B.A., B.L., B.So., M.I.E.E. 

Make a preliminary design of and estimate the cost of an 
Electrical Power and Light Supply for the City of Serajganj. 
The plan may be consulted in the office of the Professor of 
Electrical Engineering. 


Part B. 

Examiner— R. 8. Jain, Esq., B.8o., A.M.A.I.E.E. 

Design and prepare complete working drawings pf a direct 
current, interpole, motor of a semi»enclosed, continuous rating 
type, suitable for working in a carpenter’s shop : 

Capacity 26 B.H.P. at 1,150 R.P.M. and 500 Volts. 

Maximum temperature rise after 8 hours’ run on full 
load not to exceed 35^C. 

Overload capacity 25 per cent, for two hours. The 
maximum temperature rise not to exceed 60®C. even when 
the 2 hours’ overload follows immediately on an 8 hours’ run 
nt full load. 

The bearings to be of self-lubricating type. 

Insulation test to be 1,600 A.C. volts at 60-cycle for one 
minute. 
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B.So. Examination (Engineering), Part I, 1928. 

Subject:— STRENGTH OF MATERIALS. 


Paper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.8o. 

(Lond.), A.M-I.C.E., A.M.I.N.A. 

Time — ^Tbree Hours. Full Marks — 100. 

Not more than FIVE questions to be att^;mpted. 

1. A plate spring is 30 inches long and consists of plates 

inches wide by 6/16 inch thick. The central 
load is 1,000 lbs., the maximum safe working stress 
is 15 tons per sq. inch, and E=e30xl0^ lb. per sq. 
inch. Calculate the number of plates required. 

2. Calculate the diameter of a solid steel shaft to transmit 

1,000 horse power at 500 r.p.m. The maximum shear 
stress must not exceed 3 tons per sq. inch and the 
modulus of rigidity is 12 x 10® lb. per sq. inch. 
Determine the angle of twist on a 6-feet length. 

8. Sketch the stress strain curve you would expect from a 
mild steel specimen tested in tension to failure. 
Mark on your curve ** E,'' elastic limit, and yield 
point. 

Describe the effect of overstrain of the specimen on the 
shape of this curve. 

4. Sketch and describe a machine for determining ultimate 
shear stress. 

• 

6. Given a diagram showing the distribution of the load on 
a simply supported beam. Show by means of sketches 
how you would obtain the shearing force, bending 
moment, slope, and deflection diagramef. 
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6. Define principal stresses/’ * A solid shaft, 10 inchea 

diameter, withstands a bending moment of 25 feet 
tons and a twisting moment of 10 feet tons. Calcu*^ 
late the maximum tensile, compressive, and shear 
stresses in the shaft. 

7. Give a specification for mild steel to be used for struc-^ 

tural purposes and indicate the tests you would apply 
before taking delivery. 

8. A square bar of steel, inches side, 10 feet long, is 

bent into a circular arc of 126 feet radius. Galcu-- 
late the bending moment at the ends of the bar and 
the amount of strain energy stored in the bar. 


B.80. Examination (Engineering), Part I, IMS. 

Subject:— THEORY OF STRUCTURES. 

Paver I. 

Paper-setter and Examiner<-<Prof. T. E. Dodds, Wh.Soh., B.So.. 
(Lond.), A.M-I.C.E., A.M.I.N.A. 

Time — ^Three Hours. Full Marks — 100. 

Not more than FIVE questions to be attempted. 

1. By means of the method of Sections describe how you 

would calculate the forces in the members of an N 
girder loaded at the pin joints of the lower boom. 

I 

2. A simply supported beam has a span of 20 feet and 

supports concentrated loads of 6, 10, and 8 tons at 6, 
1^1, and 13 feet, respectively from the left hand end 
and also a uniformly distributed load of 2 tons per 
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foot run beginning at 4 feet from the left hand end 
and extending 11 feet along the beam. Draw the 
shearing force and bending moment diagrams. 

A steel I section has a depth of 12 inches and its flanges 
are each 5 inches wide and 1 inch thick. The web 
is f inch thick. It is used as a column of height 
9 feet, flxed at both ends. Determine the safe axial 
load for this column. 

4. Describe how you would proceed to design the purlins 
and the members of a roof truss, given the dead 
and wind loads, the span and spacing of the trusses. . 

Design the central cross section of a plate girder for a 
clear span of 60 feet and a uniformly distributed 
dead load of 2 tons per foot run, inclusive of the 
weight of the girder. Calculate the rivet pitch in 
the vicinity of the ends of this girder. 

<6. Derive an expression for the deflection at the end of a 
cantilever loaded with a concentrated load at that 
point. 

A* cantilever 10 feet long, moment of inertia about the 
neutral axis 146.6 inches^, supports a concentrated 
load of 3} tons at the end. Calculate the strain 
energy due to bending stored in this cantilever. 

7. A masonry dam of rectangular section is 12 feet high 

and the water-level is 2 feet below the top of the dam. 
Calculate the width of the dam so that there shall 
be no tensile stress at the base. One cubic foot of 
masoniy weighs 150 lbs. 

8. Two conceiptrated loads of 8 tons each and 7 feet apart 

move across a bridge of 60 feet span. Draw the 
curves of maxima bending moments and shearing 
forces. 
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B.8o. Examination (Engineering), Part I, 1826. 

Subject:— THEORY OF MACHINES. 

Paper-setter and Examiner-— Prof. L. D. Ooueslant, B.8o. 
(Lend.), A.M.I.M.E., M.I.E. 

Time — ^Three Hours. Full Marks — 100. 

Answer FIVE questions only. 

1. A rigid link is 6 inches long, one end (A) moves with 

uniform velocity in a circle one inch in diameter at 
100 revolutions per min. and the other (B) on a 
tangent to the circle. 

Find the velocity and acceleration of B at a point midway 
in its stroke approaching the circle. 

2. A pinion of 10 teeth which has been driving a wheel of 

80 teeth for several years is quite worn out, the wheel 
being almost as good as new. How can this beP^ 
Why would a new pinion to the original drawing ba 
unsatisfactory ? 

Describe how you would find a suitable profile for tha 
new pinion, 

3. A ball bearing on a line shaft is composed of two rowa 

of balls one quarter of an inch in diameter with twenty 
balls in each row. What would be the safe working 
load on it? 

4. A belt which weighs 0.25 lb. per foot of its length con- 

nects two pulleys each four feet in diameter, and 
when at rest presses upon them witlwa force of 3 lbs. 
per inch of length of the belt. If the pulleys aro 
speeded up without transmission of power, find at 
what speed the pressure will vanish. Find also tho 
fina|.-^nd initial tension on the belt. 
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*5. A governor of the Hartnell type at normal speed of 400 
revolutions per minute has the balls each weighing 
2 lbs., vertically below the pivot. The radius of the 
ball centre is then 8 inches. Both arms of the bell 
crank are of the same length. The throttle valve 
is required to be completely closed when the governor 
sleeve moves half an inch, and the speed rises to 
440 revolutions per minute. Find dimensions of the 
spring. 

6. Write a short essay with sketches on The Machines of 

My Village.'* Descriptions of, and comments on, 
from the Engineer's point of view, are required of the 
machines habitually used from ancient times. 

7. The two crank webs of a forged crank shaft are each 2 

inches, by 4 inches, by 8 inches, the throw being 5 
inches and the crank pin 3 inches in diameter. Of 
the connecting rod which weighs 60 lbs. two-thirds 
may be supposed concentrated at the crank pin 
centre. 

Design and sketch a pair of cast iron balance weights, 
showing mode of attachments. 

8. An eccentric of throw equal to 1 inch and diameter 6 

inches is used as a cam driving a push rod which 
moves on a line passing through the centre of rota^ 
tion. The roller is 2 inches in diameter. Show that 
as far as velocity and acceleration are concerned this 
is equivalent to the ordinary engine mechanism. 
Find the maximum velocity of the push rod, and 
its accelerations at the ends of its stroke if the eccen- 
tric makes 600 revolutions per minute. 
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B.8oh examinaUm (Enginaaring), Part I9 1986 . 

Subject HYDRAULICS. 

Paper-setter and Examiner— 0. A. King, B.80., A.R.O.80., 
M.I.M.E., M.I.8.E., M.I.E. 


Time — ^Tbree Hours. Full Marks — 100. 

Answer SIX questions only. 

The questions are of equal value. 

1. Describe a modem form of Hydraulic Dynamometer for 

measuring and absorbing tbe energy developed by 
a prime mover at a rotating shaft. 

2. One of the problems to be considered in connection with 

the Hydraulic Crane is the supply and discharge of 
water to and from the cylinder of the crane. How 
is this arranged when the supply pressure is very 
highP What are pilot valves? 

8. 100 B.H.P. is required from a hydraulic motor having 
an efficiency of 75 per cent. The motor is two miles 
from the generating station and only a single six- 
inch pipe line is available. The pressure at the sta^ 
tion being 1,120 lbs. per sq. inch, determine the 
pressure at the motor, the efficiency of transmission 
and the velocity of flow. 

4. Describe briefly the ‘‘ Air Lift Pump ” and explain 

its action. Develop the theory of the pump and 
deduce a formula for its efficiency assuming isother- 
mal compression and expansion of the air used. 

5. Determine the maximum horse-power whicdi can be trans- 

mitted through a 6-inch pipe two miles long (/=.01) 
if the inlet pressure is 760 lbs. per square inch. 
Also determine the pressure at the outlet, and the 
veloctty of flow when this power is being transmitted. 
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In an outward-flow turbine the speed of flow from the 
guides is 40 feet per second, the gpiide vane angle 
is 20^ and the wheel vane angle is 90^. The outer 
diameter is 1^ the inner, and the flnal (radial) 
velocity of discharge is 16 feet per second. Deter- 
mine the wheel angle at outlet and the work done 
per lb. of water used. Is this turbine of the reaction 
or impulse type? If the former, determine the pres- 
sure-head at inlet to the wheel if that at outlet is 
atmospheric, and also the working head and effici- 
ency. Neglect frictional losses. 

7. 100 horse-power is to be obtained from a Pelton wheel, 

the efficiency of which may be taken at 80 per cent. 
The surface water level in ijie reservoir is 300 feet 
above the wheel, the supply pipe is 3 miles long, 
and the fall of pressure-head in the pipe is 10 feet 
per mile. Taking /=.0075 for the pipe and the co- 
efficient of velocity of the nozzle as 0.94, find the 
diameters of the nozzle and of the pipe. 

•8. Determine the leading dimension, speed of rotation, 
hydraulic efficiency, and probable H.P. required to 
drive a centrifugal pump which shall deliver 5 cubic 
feet of water per second against a working head of 
60 feet. 

^9. Write a short essay on the reciprocating pump with spe- 
cial reference to its efficiency and discharge. Draw 
and explain the pump diagi*ams for suction and de- 
livery. What is meant by cavitation and hammer 
pressure? 
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B.8ot Examination (Engineering), Part I, 192S. 

Subject:— HEAT ENGINES. 

Paper-setter and Examiner->C. A. King, B.So., A.R.0.8o.|» 

M.I.8.E., M.I.E. 


Time — ^Three Hours. Full Marks — 100. 

Answer SIX Questions only. 

All questions are of equal value. 

1. State the thermodynamic principle involved in the de- 

sign of a counter current condenser. Sketch a con- 
denser of this type in sufficient detail to explain the* 
application of the principle in practice. 

2. - The practical qualities of a governor are : — • 

(1) Sensitiveness, (2) effort, (3) power, (4) stability. 

Define each of these terms and compare the Watt, ther 
Porter, and the spring loaded governor in respect of 
each of these qualities. 

3. Forty cubic feet of air at a temperature of 30°C. and 

a pressure of 40 lbs. per square in. abs. are com- 
pressed to a pressure of 160 lbs. per square in. abs. 

Find the quantity of heat which must be taken from the 
air during the process if the compression is (a) iso- 
' thermal, (6) according to the law P.V.i*2= constant 

4. To what extent is the efficiency of a turbine affected by 

the use of superheated steam ; and by a high vacuum 
condenser? 

Sketch and describe briefly some form of turbine gov- 
ernor, 

6. Sketch in section any well-known make of carburettor 
:;^nd explain the principle of its action. 
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6. Es: plain the reasons for arranging an air compressor so^ 

that the work of compression is done in two or more 
stages when high pressures are required. Determine- 
the best division of the work between each stage in a. 
two stage air compressor. 

7. An impulse turbine of the Curtis type has two stages 

each with one set of nozzles, three rotating and two 
fixed sets of blades. Steam at 160 lbs. per square 
in. and 100°C. superheat is expanded in the first 
stage down to 20 lbs. square in. The rotating blades 
have a circumferential speed of 500 feet per second 
and have entrance and exit angles of 30°. Neglect- 
ing friction, draw the velocity diagram for the stage 
and find the entrance and exit angles of the fixed 
blades and the inclination of the nozzles. 

Determine the horse-power developed in the stage per 
lb. of steam flowing through the turbine per second. 

8. A four-stroke cycle oil engine, cylinder diameter 

inches, stroke 16 inches, gave the following results 
in a test. Mean effective pressure 60 lbs. per square 
inch ; brake load, at a radius of 2 feet, 103 lbs. ; 
revs, per minute 225; explosions per minute 104; 
oil per hour 9.3 lbs. ; calorific value of oil 10,200 
C.Il.V. per lb. Calculate (d) the I.H.P. and 
(h) the oil per hour per I.H.P. and B.H.P., (c) 
the thermal efficiency. Indicate by a sketch how an 
engine of this type might be governed. 

9. Sketch and describe a refrigerating machine capable of 

producing about 2 tons of ice in eight hours during" 
the hot season in India. 
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B.BO. Examination (Engineering)! Part I, 1926 . 

Subject:— ELECTRICAL ENGINEERING. 

Paper I (Part I). 

Examiner—B. C. Chatterjee, B.A., B.L., B.8o., M.I.E.E^ 

'Time— Three Hours. Full Marks— 100. 

Answer any SIX Questions. 

1. What do you mean by the Synchronizing- power? 

Two 400-kv.-a. alternators each running as a single-phase 
machine and each having a voltage of 2,300 volts 
were thrown in parallel, when they were at what was 
believed to be the connect phase relation, that is, the 
e.m.f.’s were supposed to be 180° apart. Generator 
A, however was 25° ahead of this correct 180° posi- 
tion with regard to generator B. Each generator 
has a 10 per cent, inherent reactance and a 2 per 
cent, resistance. tVhich generator delivers synchro- 
nizing power to the other, and how great is this 
power? 

■2. What size generator, in kv.-a. (kilovolt-ampei’es), is re- 
quired to supply a system comprising induction 
motors taking 64 kilowatts at 80 per cent, power- 
factor, incandescent lamps taking 40 kilowatts at 
100 per cent, power-factor, and idle transformers 
taking 6 kv.-a. at 40 per cent, power-factor. For 
simplicity, assume these values to include the power 
used to overcome losses and reactions in the corre- 
sponding distributing wires and determine the power- 
factor of the total load. 

The machines in a certain shop are arranged in three 
groups, driven by line shafts connected to three 
Similar 60-h.p. alternating-current motors. One of 
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these operates at half load, with an efficiency of 
per cent, and power-factor 75 per cent. The second 
operates at J load, efficiency 88 per cent, and power- 
factor 83 per cent. The third operates at full load^ 
with efficiency of 89 per cent, and power-factor 8^ 
per cent. Calculate the kw., reactive kv.-a., and 
total kv.-a. supplied to each motor, and to the entire* 
shop. Calculate also the power-factor of the feeder 
supply ingp this shop. 

4. The load on a 2,300 volt three-phase line consists of 
2,000, i amp., 120 volt lamps on three circuit, and 
300 h.p. of three-phase motors with an average power- 
factor of 80 per cent., and an average efficiency of 
86 per cent, all on one circuit. Draw the diagram 
of connections, specify the transformers, and find 
the current in the mains and also the resultant power- 
factor. 

6. The normal power-factor of a system is 0.76 and the* 
full designed load of 1,000 kv.-a. is being handled. 
It is desired to connect more 0.75 power-factor load 
to the system so that 950 kw. can be handled, by 
installing condensers so that the power-factor of the 
new total load shall be raised to 0.95. Calculate 
the necessary capacity at 6,600 volts, 50 cycles per 
sec. 

6. A transmission line has resistance of 14 ohms and a 

reactance of 1.8 ohms, at 60 cycles. The station 
voltage is 13,200 and a load at the end of the line 
takes 750 kw. at a power-factor of 0.85 (lagging 
current). What is the current? What is the volt- 
age at the load? 

7. Find the apparent input, in KVA, of a 25-h.p., three- 

phase motor supplied at 220 line volts, if its effici- 
ency is 87 per cent., and its power-factor 91 per 
cent, at that load. Also find the full-load line cur- 
rent, and the phase current, assuming the machine- 
to be mesh-connected. 
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•8. In a certain moving-coil instrument, 0.05 of a volt is 
sufficient to pioduce a full scale deflection. It is 
proposed to use the instrument to indicate a maxi- 
mum current of 200 amperes. If the shunt be made 
from manganin strip 0.6 millimetre thick, calculate 
the dimensions of the shunt. Specific resistance of 
manganin =43 microbes per centimetre cube. 

*9. A voltmeter of 20,000 ohms resistance gave the following 
readings : — 

Between mains 220 volts. 

Positive mains to earth 127 volts. 

ISTegative mains to earth 43 volts. 

(1) Find the insulation resistance to each main. 

(2) If the negative main is earthed through an 

ammeter what will be the reading on the 
instrument? 

(3) If neither main is earthed what is the leakage 

current? 

10. Describe in detail how you charge a secondary battery 

for the first time. 

11. A battery has been badly sulphated, state the probable 

causes and suggest, the remedies. 
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Examination (Engineering), Part I, 1926 . 

Subject:— ELECTRICAL ENGINEERING. 

Paper I (Part II). 

e>aper-setter and Examiner—T. H. Matthewman, M.Eng., M.I.E.E. 

Time— Three Hours. Full Marks — 100. 

SIX QUESTIONS ONLY TO BE ATTEMPTED. 

The questions are of equal value. 

1. A motor of 100 B.H.P. is required and you have the 
choice of purchasing one of the following: — 

A, costing Rs. 5,250; having an efficiency of 90 per cent. 

B, costing Rs. 3,750; having an efficiency of 88 per 
cent. 

C, costing Rs. 2,800; having an efficiency of 84 per 
cent. 

It is proposed to run the motor 8 hours per day, and 
the cost of. running is based on a charge of Rs. 80 
per annum per K.W. of maximum demand plus 
annas 2 per unit used. Which motor would you 
choose P 

H. A 20 K.W. dynamo running on no load as a motor takes 
2.8 amperes at 440 volts. The resistance of its 
armature is 0.5 ohm., and that of its field winding 
770 ohms. Calculate its efficiency when running as 
a generator on half full load. 

-3. Describe the general characteristics of the direct current 
series machine (a) as a generator (6) as a motor. 
Why is the series generator unsuitable for charging 
a batteryf 

Would it be suitable as a motor for driving a grinding 
machine P 
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4. Describe, with diagram, the construction and operation 
of a complete starter for a shunt wound motor. 

On starting an unloaded shunt motor it is found to race 
up in speed. Where would you look for the cause oi 
this and why? 

What adjustment would you make if the handle of the 
starter swung back to the off position before the 
motor could develop its rated B.H.P. 

6. Describe the necessary equipment for a works testing 
laboratory in order to keep ordinary direct current 
instruments calibrated. 

6. Give a short description, with sketches, of the moving 

coil permanent magnet ammeter. Can this instru- 
«ment be used for measuring alternating currents P 
Explain. In a certain instrument the moving coil 
requires a current of 0.025 ampere to produce a full 
scale deflection and its resistance is 2 ohms. Calcu- 
late the resistance of a shunt suitable for use with 
this instrument in order to measure 100 amperes. 

7. Define the following terms : — (a) Mean spherical candle* 

power (b) Lumen (c) Illumination. What is the illu- 
mination at the edge of a circular table 7 feet in 
diameter from a lamp of 100 C. P. placed 4 feet 
above the centre of the table? 

8. (a) Describe a type of secondary cell suitable for rapid 

discharge and for use where there is considerable^ 
vibration. 

(b) When a battery is charged from a shunt wound 
generator driven by an oil-engine the ammeter 
needle fluctuates at every explosion, though the light 
' of a lamp connected across it remains apparently 
^ steady. Explain this. 
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9, Explain clearly the disadvantages of a. bad power factor 
on an alternating current system, and the reason why 
the machines are often rated in K.V.A. rather than 
K.W. 

If a factory taking* 120 K.W. at 240 volts fioui single 
phase mains, at a power factor of O.G lagging, wishes 
to raise its power factor to 0.9 lagging, what size of 
static condenser would accomplish this iE the fre- 
quency of supply is 50 cycles per second. 

10. Five 100- volt incandescent lamps are connected in paral- 

lel and supplied with alternating current. Each 
lamp takes 0.4 ampere. The supply voltage is 120, 
and a choking coil is used in series with the lamps 
to leduce the voltage. If the coil has a resistance 
of two ohms and an inductance of 0.05 henry, find 
the frequency at wliich it will give the ie(juired volt- 
age drop. AVhat is then the pow*ei* factor of the 
circuit, and how* much is the w*attless cm rent? 

11. A combined power and lighting load is supplied by a 

0 phase 4 wire distribution system. The 3 phase 
motor load absorbs 1,000 K.W. at a powder factor 
0.75, while lamps connected between the outers and 
neutral wire take 200, 300, 400 K.W. respectively. 
Calculate the cuiTent in each of the 4 wu'res, when 
the supply pressure between outers is 400 volts. 

12. (a) Show that 3 phase alternating currents can be made 

to produce a uniformly rotating magnetic field. 

'(h) Explain carefully the difPerences between the pro- 
perties of the squirrel cage and the wound rotor in- 
duction motors. 


11 



B. Sc. Examination (Engineering), Part Up 1926;» 

(Mechanical Branch.) 

SESSIONAL PAPER. 

The paper is given to Candidates immediately after the 
Darya Pooja Holidays, The completed designs must be given 
to the Pnncipal of the Engineering College on or before 
March 1st, lf)%\ The designs should satisfy the following 
specifications : — 

(houp I.—STllUCTUEAL DESIGN. 

Paper-setter— L. D. Coueslant, Esq., B.8c., A.M.I.M.E. 

Examiner— J. Tullis, Esq., B.So., M.I.E. 

The design and drawing of an ice factory capable of 
turning out ten tons of ice in 8 hours. The building must be 
of some architectural beauty and a perspective drawing of it 
is required. In this group the design and drawing of, a 
hand-operated traveller to lift blocks of ice weighing one cwt. 
are also required. 

Group II.— HYDRAULIC MACHINES. 

Paper-setter— L, 0. Coueslant, Esq., B.8c., A.M.I.M.E. 

Examiner— J. W. Gaunt, Esq., A.M.I.M.E. 

The evaporative condenser, brine tanks, still, pumps and 
all hydraulic connections are required to be designed and 
drawn for the factory of Group I above. 

Group III.— MECHANICAL DRAWING AND 
MACHINE DESIGN. 

Paper-setter— L. D. Coueslant, Esq., B.8c., A.M.I.M.E. 

Examiner— J. W. Gaunt, Esq., A.M.I.M.E. 

% 

An ammonia compressor with an oil engine to drive it for 
above factory. 

;v • 
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B. 8g. Examination (Engineering), Part II, 1926. 

Subject:— STRENGTH OF MATERIALS. 
(Mechanical Branch.) 

Paper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.So* 
(Lond.), A.M.I.C.E., A.M.I.N.A. 

Time — Tliree Hours. Full Marks — 100. 

Not moke than FIVE question . s to be attempted. 

1. Deduce an expression for the shear stress at any distance 

from the neutral axis of a beam of rectangular cross- 
section for a total shearing force S across a vertical 
section. 

The total shearing force a(*ro8s an I section of depth 12* 
inches, width of each flange 5 inches and thickness- 
0.65 inch, and web thickness 0.44 inch, is 25 tons. 
Draw a diagram showing the distribution of shear 
stress and calculate the percentage of the shearing 
force taken by the web. 

2. Sketch and describe a machine and the form of test 

specimen employed for impact tests. Discuss the 
value of such tests in relation to the heat treatment 
of steels. 

3. Exi)lain why it is necessary to insure axial loading when 

testing brittle materials in tension for ultimate 
strength, while a slight eccentricity of load in the 
(‘ase of plastic materials is of no great couseciuence. 
Deduce a formula to show the variation of stress due to a 
non-axial load, provided the maximum stress does 

not exceed the elaMic limit of the material. 

# 

4. Describe the Brinell and the scleroscope hardness tests. 
In the case of a given brand of steel disciusj^ the relation- 
ship between hardness and ultimate strength. 
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6. You are given a number of steel rods of various diameters 

and lengths. Explain in detail how you would obtain 
graphs showing the variation of the crippling load 
with {a) diameter and {h) length when these rods 
are used as pin ended struts. 

C. Deduce an expiession for the deflection at the load due 
to a concentrated non-central load on a simply 
supported beam. Use the principle of strain energy 
due to bending. 

Explain how tb is expression is utilised in the calculation 
of the critical speed of a shaft carrying a pulley at 
this point, the weight of the shaft being neglected. 

7. Sketch and describe an instrument for measuring the 

contraction in length of a compression specimen. 
Explain the difference in the faihire of ductile and 
brittle materials under compression. 

8. A bar 1 inch diameter is to be tested in torsion. The 

shear stress must not exceed 5 tons i)er square 
inch, what is the maximum torque that may be 
applied ? 

Uow would you measure the twist on a short length and 
proceed to obtain a series of results from which you 
could calculate the modulus of rigidity. 
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B. 8c. Examination (Engineering), Part II, 1926. 

Subject :— THKORY OF STRUCTURES. 
(Meclianical Branch.) 

Paper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.Sc. 
(Lond.), A.M I.C.E., A.M.I.N.A. 


Time — Three Hours. Full Marks — 100. 

Not more than FIV^E questions to be attempted. 

1. A girder 100 feet span freely supported at the ends 

supports a uniform dead load of 2 tons per foot run. 
A Tiniform live load of tons per foot run, longer 
than the span, crosses the bridge. Draw the curves 
of maximum bending moment and shearing force. 

2. A simply supported beam is loaded with a single con- 

centrated central load. Derive an expression for 
the deflection under the load. 

A simply supported girder of I section 12 inches deep, 
width of flanges 6 inches, web thickness 0.6 inch, 
and flange thickness 0.8 inch, has a; clear span of 24 
feet and supports a concentrated central load of 6 
tons. Calculate the deflection at the centre due to 
this load. 

3. Two of the legs of a tripod are each 20 feet long and 

their lower ends are 10 feet apart. The third leg is 
26 feet long and its foot is 11 feet from each of the 
feet of the other two legs. A load of 6 tons is 
suspended from the apex of the tripod. Calculate 
the forces in the legs. 
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4. A Warren girder consists of equilateral triangles and 
has 10 equal bays of 20 feet in the lower boom. There 
is a dead load of 40 tons at each pin joint in the 
lower boom. Determine the force in each member 
and suitable cross-sections for the three members cut 
by a vertical line 55 feet from one end. 

6. Sketch and describe the method of reinforcing a concrete 
floor complete with cross beam, main beam and the 
attachment to a column. 

6. A rolled steel joist of 40 feet span is fixed at the ends 

and supports a uniformly distributed load of 28 tons. 
Its depth is 24 inches and moment of inertia about 
the neutral axis is 2654.7 inches. The right hand 
end of the joist sinks J inch, but both ends remain 
horizontal. Calculate the maximum tensile stress 
under these conditions and draw the bending moment 
diagram. 

7. A three-pinned segmental arch has a span of 100 feet 

and a rise of 20 feet. A load of 1 ton passes over the 
arch. Plot a graph showing horizontal thrust in the 
arch against position of the load. Show how this 
graph can be used to determine the horizontal thrust 
produced by any system of loading. 

8. A tension member TO inches broad by 1 inch thick has to 

be connected to a gusset plate by two straps each 10 
inches broad. Design this riveted joint to give 
maximum efificiency. State the efficiency and the 
maximum safe working load that the joint will 
withstand. 
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S. 8e. Examination (Engineering), Part II, 1926. 

Subject HYDRAULICS. 

(Mechanical Branch.) 

Only Paper. 

Paper-setter and Examiner— D. Coueslant, B.Se. (Lend), 
A.M.I.M.E., M.I.E. 


Time — Three Hours. Full Marks — 100. 

A'itempt five questions only. 

1. An ordinary brick lined well in ordinary soil is 12 feet 

in diameter, the pfround water level being 60 feet 
from the top of Ihe well. 

What should this distance be when pumping to full 
capacity and what is the amount of water in gallons 
per hour that may safely be drawn? 

What would you expect to happen if it were exceeded? 

2. With the aid of sketches suggest a method of increasing 

the yield of the above well by means of a tube sunk 
at the bottom. Under what circumstances would you 
attempt to establish a Mota ” well in order to 
save the cost of a strainer? 

3. A box barge is 100 feet long, 15 feet wide and 10 feet 

deep. Unloaded it floats with 6 feet of its vertical 
aide abcAre the (fresh) water level. Find the load 
required to sink it a further 6 feet. If this load is 
divstributed over the central 25 feet, find the maximum. 
i>ending moment on the barge. 
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Describe an experiment that might be made in a labora- 
tory to determine the coefficient of viscosity of oil. 
Prove Poisseuille’s formula for viscous flow through 
a round pipe. 

5. Water is flowing along a rectangular channel 20 inches- 

wide, the depth of water being one foot. The end 
of the channel is provided with a right-angled tri- 
angular gauge notch and the difference of level 
belTveen the lowest point of the notch and the surface* 
of the water a short distance up stream is 9 inches. 

Calculate the discharge in cubic feet per second and" 
correct your result twice for velocity of approach. 

6. Establish a rational fornnda connecting Horse-Power, 

Head, Speed, and Specific Speed of a water turbine. 
TTse it to And a suitable running speed for a 1,00(1 
K.W. set developing alternating current of period- 
icity 60 from a head of 70 feet. Select your own 
specific speed. 

7. The areas of a Venturi Meter are 3 and 3.5 square feet. 

The difference of heads is three inches of mercury 
(uncorrected for water head). Correct it and esti- 
mate the discharge in cubic feet per second. 

8. The loss of power by friction on the impeller of a turbine 

pump is proportional to the mth power of its diameter, 
and to the nth power of its speed (neglecting the 
radial velocity of the water). Find m and n by 
calculation. What influence has this result had on 
the design of the centrifugal pump? 
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B. Sc. Examination (Engineering), Part II, 1928. 

Subject:— TIIKORY OF MACHIJ^ES. 

(Mechanical Branch.) 

Paper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.8c.> 
(Lond.), A.M.I.C.E., A.M.I.N.A. 

Time — Tlin^e Honrs. Full Marks — 100. 

Not more titan FIA’K questions to re attempted. 

1. By iho construction of a diagram show how to determine* 

ihe acceleration of the crosshead of a simple engine. 
Prove the accuracy of your construction. 

2. l)(*scrihe tlie metliod of finding ihe magnitude and posi- 

tion of the balance weights for an uncoupled inside 
cylinder locomotive. State and justify any assump- 
tion you make. Discuss the effect of adding a 
coupling rod. 

3. Sk(dch and describe a Whitworth Quick Return mecha- 

nism. How is the ratio of cutting time to return 
tune determined? Show by means ot a velocity 
diagram how to obtain the veloc ity of the tool for any 
crank angle; also show’ this by means of instantaneous 
centres. 

4. Sketch and describe the gear box of a motor car, or the 

steering mechanism, or a four w’heel brake mecha- 
nism. 

5. The steam turbine of a ship runs at 3,500 r.p.m, The^ 

rotor, shaft, propeller, etc., have an effective moment 
of inertia of 0.7 foot ton units. The ship can com- 
plete a circle in 15 seconds. Calculate the magnitude^ 
and direction of the couple acting on the hull. Prove 
any formula used. 

6. Given the indicator diagrams for a double acting steam 

engine and full particulars of the engine, describe^ 
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how to determine the size of a flywheel to maintain 
the cyclical fluctuations of speed within a given 
percentage. 

7. A thrust block collar has an external diameter of 12 
inches, an internal diameter of 7 inches, and resists a 
load of 15 tons. The shaft runs at 100 r.p.m. and 
the coefficient of friction is 0.018. Calculate the horse- 
power absorbed in friction (1) if the pressure intensity 
is constant and (2) if the pressiire is inversely propor- 
tional to the velocity of rubbing. 

•8. Show how to calculate the critical speed of a rotating 
shaft carrying pulleys. Prove any formula you use. 
Show the application of this method to determining 
the critical speed of a turbine rotor. 


B. 8c. Examination ( Engineering) , Part U, 182^6. 

Subject HEAT ENGINES. 

(Common for Mechanical and Electrical Branches.) 

Paper-setter and Examiner— C. A. King, B.Sc., A.R.C.So., 

M.I.E.E., M.I.E. 

Time — Three Hours. Full Marks — 100. 

Answeb six questions only. 

All questions are of equal value. 

1. A gas engine has to develop 40 B.H.P. with an expected 
mechanical efiiciency of 85 per cent., and a piston 
speed of 650 feet per minute. 

If the index n for the compression and expansion curves 
is taken as 1.32, and the maximum pressure of the 
explosion is 2.G times the compression, determine 
the necessary diameter of the cylinder. 

Assume that the clearance volume is 27 per cent, of the 
volume swept by the piston, and that the diagram 
factor is 0.92. 
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2. Explain clearly why a high vacuum is essential for high 

efficiency in a steam plant. Sketch and briefly de- 
scribe any one type of vacuum augmentor. 

The temperature of steam in a condenser is 52.fl°0. and 
the pressure in the condenser is 2.25 lbs. per sq. inch 
absolute. Calculaie the relative weights of steam 
and air in llie condenser. 

3 , The volumetric percentage composition of gas supplied to a 

gas engine is CO 12.6, H, 41.6, CH, 26.6, CO* 2.6, 
Oa 1.9, Na 14.7 and the volumetric analysis of the dry 
exhaust gases is COa 8.53, O* 4.9, N# 86.57. 

Calculate the volume ratio of air to gas in the charge in 
the gas engine cylinder. Do you consider 
this charge to be a weak or a rich mixture. 

4. Explain the advantages of a trip gear in cases requir- 
ing a very wide range of cut ofl. By means of care- 
fully drawn sketches explain the action of the trip 
gear, and the mechanism by means of which the 
governor controls the point of cut oft*. 

•5. Steam at a pressure of 225 lbs. per sq. inch and super- 
heated 50®(J is throttled down to 180 lbs. per sq. 
inch at admission to a triple expansion engine and 
exhausted into a condenser at 3 lbs. per sq. inch. 
Tf the steam consumption is 14.5 lbs. per I.H.P. hour, 
calculate the efficiency ratio between the admission 
and the exhaust pressures, taking the liankine cycle 
as the standard for comparison. Sketch the temp, 
entropy diagrams for each stage, assuming equal work 
done per stage. 

6 . Obtain the dimensions of a 3 stage air compressor to 

supply 12 lbs. of air per minute at 375 lbs. per square 
inch (absolute) with efficient cooling and intercool- 
ing. What power would be required to drive it? 

7. Why are CO* and NH 3 the vapours that are most frequently 

used in refrigerating machines ? Compare the advant- 
ages and disadvantages of these two vapours. Describe 
a machine using one of them. 



ITO 


8. Establish Clapeyron’s Equation for the Tolume of 
vapour, assuming* Gibb’s Function. 

Select any three successive values of temperature, 
pressure, and latent heat from your steam tables anJ 
calculate the si)ecific volume of steam for the mid- 
most pressure. 


B. Sc. Examination (Engineering), Part II, 1926* 

Subject ELECTRICAL EXGTNEEEIXG. 
(Mechanical Rranch.) 

Paper-setter and Examiner— W. T. Maccall, M.Sc., M.I.E.Er 

Time — Three Hours. Full Marks — lOQ. 

MaHKS JJK GIVEN FOK ANSWERS TO NOT MOEl*: TJfAN FI VH 

ouESTiONS, The maximum for each is 20. 

1. Draw on sciuared paper typical external characteristics 

for {a) a shunt-wound generator; (6) an over- 
compounded generator; (c) a series-wound generator 
with drooping characteristic. 

By drawing resistance (or conductance) lines in case (c) 
find the graph (oimecting current with conductance. 

2. What are the effects of armature reaction on the field {a) 

in generators, {h) in motors? 

Explain in detail how {a) interpoles, (b) carbon brushes, 
enable good commutation to he obtained with fixed 
brush load and varying loads or varying speeds. 

3. Plot the magnetic characteristic of a shunt-wound motor 

from the following figures : — * 

0.2; 0.3; 0.4; 0.5; 0.0; 0.7 ; 0.8; 1.0; 1.2 field amperes. 
0.30; 0.44; 0.54; 0.62; 0.G8; 0.73; 0.77; 0.84; 0.88 
megaline per pole. 
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If the resistances of the windings are ; — 

Shunt 190 ohms ; armature (including brushes) 0.8 ohm ; 
and the supply P.D. is 220 volts, speed of motor with 
20 amperes flowing in armature GOO r.p.m., find the 
resistances needed (a) to reduce the speed to 400 
r.p.m. ; (h) to raise the speed to 800 r.p.m. ; with the 
armature current unchanged in each case. 

Draw a diagram of connections for each case, and state 
the ratios of the torcpie and of the H.P. to the values 
at 600 r.p.m. 

-4. A shunt-wound motor designed for 250 volts is to be 
used unchanged on a supply at 200 volts. 

Make a reasoned estimaie of the probable percentage 
reduction in its full load torque, speed, and H.P. 

If the magnets are re-wound what change of cross-section 
of the w’ire should be made? What will then be the 
full-load torque, speed and H.P. conjpared wiih their 
values on a 250- volt supply? 

What type of instrument would you use for measuring 
each of the following : — 

(a) a continuous current of 300 amperes; (h) an alter- 
nating current of 20 amperes; (r) an aliernating pres- 
sure of 220 volts, frequency nearly constant; (d) 
the same with wide variation of frequency; (c) an 
alternating pressure of 3,000 volts ; (/) an alternating 
pressure of 50,000 volts. 

6 A thiee-phase motor if switched directly on to the 
full line pressure takes a starting current of 120 
amperes from each line, and can start against 90 per 
cent, of full load torque. 

If this motor is started by a star-delta switch what will 
he the starting currents in the motor wiix^ngs and 
in the lines, and against what load can it start? 

If it is started by an auto-tinns former, using the 70 
per cent, tapping, what are the starting currents and 
load? 
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In the latter case draw a diagram of connections during^ 
staiiiing, and state the currents in the various parts- 
of the auto-transformer windings. 

7. A certain coil requires a P. D. of 200 volts at 50 cycles 

per sec, to send 5.7 amperes through it; an equal 
current is sent through the same coil by a steady 
P. D. of 130 volts. Find the impedance, resistance, 
and reactance of the coil. 

How much current flows if the coil is connected to an 
A. C. supply at 200 volts, 25 cycles per sec.? 

In the last case find the capacity needed to bring the 
power-factor to unity; and the value of the power- 
factor if the frequency is then raised to 50 cycles 
per sec. 

8. Three transformers, each of 12 k.v.a., 000^ volts primary , 

100 volts secondary, are to be connected to f3-phase 
mains. State the primary and secondary full-load 
currents and voltages for the following methods of 
connection ; — 

(a) primary P, secondary 

(h) primary F, secondary delta ; 

(c) primary delta, secondaxy V, 

9. A condenser of GO microfarads capacity is connected in 

series wdth 5 lamps, each of 4 ohms resistance, also 
in series, to a supply at 200 volts, 50 cycles per sec. 
Find the current, and the P. D. across each lamp. 

How can lamps be switched off in this ai’rangement ? If 
three of the lamps are switched off, find the new 
values of the current and of the P. D. across each 
of the remaining lamps. 
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B. 8c. Examination (Engineering)i Part II, 1926. 

(Common to Meclianical and Electrical Branches.) 

Subject:— ECONOMICS OF ENGINEERING. 

Paper-setter and Examiner— C. D. Thompson, M.A. 

Time — Three Hours. Full Marks — 50. 

Answer SIX questions only. 

Ai.l the questions are oe equal value. 

1. Explain the chief methods of raising capital and floating 

a new business. What is meant by a prospectus? 
Is there any guarantee of the accuracy ot statements 
made in a prospectus? 

2. A certain Indian factory lecently secured the services 

of thirty skilled machine operators from Europe 
at a salary of Rs. 400 per month. The work of 
putting the material into the macliine and taking 
it out again required special skill. When the labour- 
ers arrived at the factory and saw tlie conditions of 
work, they demanded Rs. 800 per month. The 
company liad already x)aid their passage to India. 
AVhat facts would the manager need to consider be- 
fore deciding whether to employ them or not? Is 
it possible that the men were justified in demanding 
so much? 

3. If we take account of over-head charges, cost of mate- 

rials, prices of finished product, and wages, how is 
a manager to decide on the quantity of output which 
will be most profitable with a given plant and equip- 
ment? Is it better to produce the same quantity 
eveiy month or to vary the output? Explain the 
advantages and disadvantages of both methods. 
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•4. Is it possible to measure in terms of money the efficiency 
of each labourer in a factory where the product passes 
through many machines and where some labourers 
do brain work such as designing and supervising, 
while others do purely manual work, such as carry- 
ing loads? 

5. What are the best ways of paying wages in order to 
stimulate good work? Show that the system of wages 
payment must differ in different industries and in 
different departments of the same industry. 

•€. Tell what you can of profit sharing, co-partnership, sale 
of shares to labourers on easy terms, or other similar 
plans. What are the objects wliicli tlie managers 
who introduce such methods hoj)e to achieve? 

7. Explain carefully bow an estimate of the cost of a new 

job is arrived at. What determines the highest price 
that it would be safe to ask for a gdveu piece of 
work? Wluit is the lowest price that could be offer- 
ed? Does a company ever offer to do work below 'its 
own estimate of the cost? Is iliis a sound policy? 

8. Tell what you can about the calculation of depreciation, 

the depreciation fund, and calculations as to whether 
it will pay to scrap an old machine, and when it will 
pay to buy a new one. 

"9. The x^gricultural Implements Co. at Jamshedpur lias 
installed a plant for pulverising coal and supplying 
it by blow-pipes to all their small furnaces. The 
plant was very expensive, but has the advantage of 
saving labour, supplying a constant amount of coal 
to each furnace and thus keeping the heat constant 
in each furnace, and thirdly of extracting the maxi- 
mum heat from a given quantity of coal. How can 
a manager decide whether such a plant will be pro- 
fitable? Is it likely to be profitable in all industries 
wberfe steel has to be tempered? 
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10. Describe the sfiles org^anisation of a large eiigineeringr 
works. What are the best methods for reaching th& 
consumer directly and reducing the profits of middle-^ 
men? Can future production he planned on the 
basis of past sales? 


B. 8c. Examination ( Engineering) , Part II, 1826. 

(Mechanical Branch.) 

Subject:— ECONOMICS OF ENGINEERING. 

Paper-setter and Examiner— L. D. Couesiant, B.Sc. (Lend.), 
A.M.I.M.E., M.I.E. 


Time — Three Hours. Full Marks — 50, 

Attempt FIVE questions only. 

1. Draw up a set of regulations for the store of a jobbing 

shop. Enumerate and describe the Storekeeper’s 
books. 

2. A square site is of two bighas area with one side running 

Ea,st and West abutting on a public road. Make a 
sketch plan of the buildings of an engineering shop^ 
utilizing half the area to begin with but with a view 
to extension to cover the whole area. 

3. Write down the principles on which you would proceed 

to the evaluation of the plant, buildings and site of 
an engineering workshop wdiich has been several 
years in existence. 

4. It is said that mass production methods tend to degrade^ 

the working classes. Beginning with a legal defini- 
tion of the mass production factory write down the* 


12 
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heads of an Act of legislature intended to prevent 
this without hampering industry more than is neces- 
sary. 

-5. Write a short essay (about 1,000 w’ords) on: — “ Indian 
Cottage Industries and public Power Supply.’’ 

6. At tlie present stage of India’s Industrial progress, 

the countiy requires a larger expenditure on Motor 
Roads rather than on Railway Extension ” : Discuss 
ihis suggestion. 

7. What are the main provisions of the Indian Factory 

Acts of 1911 and 1922? 


B. Sc. Examination (Engineering), Part II, 1926. 

(Electrical Branch.) 

Sessional Paper . 

The paper ts giren to Candidates immediately after the 
Durga Pooja Holidays. The completed designs must he 
given to the Principal of the Engineering College on or before 
March 1st, 1026. The designs should satisfy the folloioing 
specifications : — 

Group I.— STRUCTURAL DESIGN. 

Paper»8etter--nL. D. Coueslant, Esq., B.8c., A.M.I.M.E. 

Examiner--J. Tullis, Esq., B.8c., M.I.E. 

Draw a horizontal line 20 units (represeirting feet) long, 
with lines sloping upwards at 45® to left and right at the 
ends. This is the rock profile of the cross section of the dry 
stream referred to under Group II. 
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The sessional work in Structures is the design and draw- 
ings of the masonry dam. Assume> that the upward slope 
extends backwards indefinitely and design for a week's supply 
for the Pelton wheel. Penstock for Pelton wheel is to be 
included and a spilway to pass 1,000 cusecs of stonnwater 
with a rise of not more than 12 inches. Lines of thrust on 
horizontal and vertical sections are required and a roadway 
12 feet broad right across 6 ft. 0 ins. above water level. 

<lroiip II.— IlYDEO-EliECTRICAL POWER DEVELOP- 
MENT. 


Paper-setter— <L. D. Coueslant, Esq., B.Sc., A.M.I.M.E. 

Examiner — J. W. Gaunt, Esq., A.M.I.M.E. 

It is proposed to use 1,400 cusecs with a ten feet drop as 
follows to generate power — 

Every day from G A.M. to G P.M.— 2,000 H.P. 

Every night from G P.M. to G A.M. — ^20 H.P. 

Joining the river where the Power House is to be situated 
is a mountain stream usually di*y rising 1,000 feet in 2 miles 
on the map. A dam is to be built across it at a point 2 
miles distant from the Power House, and during the night 
the Francis turbines are to pump water up to the reseiweir 
thus formed either by directly driven pumps or through 
electrical media. 

During the day, power is to be obtained both from the 
Francis turbines and a Pelton wheel driven from the reseiwoir. 
None of the above machines are to be designed, but their 
speeds, powers, and water consumptions are required. 

The sessional work in Hydro-Electrical Power Develop- 
ment is design and drawings of all pipe lines in connection 
with above scheme together with the necessary valves and 
the essential masonry work of the Power House. Any 
reasonable assumption within the specification may be made 
as to contour of main stream and the land surrounding the 
Power House. 
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Group III,— DESIGN OF ELECTRICAL MACHINES 
AND INSTALLATIONS. 

Part A. 

Exaiiiiners>-8. Ghosh, Esq., M.I.E.E., M.I.E. ; B. C. Chatt6rjee,i 
Esq., B.A., B.L., B.8o., M.I.E.E. 

Make a preliminary design and estimate the cost of an 
Electrical Installation for supplying Light and Power to the 
City of Mirzapur. The plan may be consulted in the office 
of the Professor of Electrical Engineering. 


Pabt D. 

Exaiiiiner-~-R. 8. Jain, Esq., B.8o., A.M.A.I.E.E. 

Design and prepare complete working drawings of an 
Induction Motor having a continuous capacity of 75 B.H.P. 
and speed 750 revolutions per minute: 

The rotor being of the Wound type. 

Voltage 2,200, 50-Cycle, 3-Phase. 

The motor to be provided with an automatic switch io 
short circuit the rotor at full speed. 

Maximum temperature rise after an 8-hour run at full 
load not to exceed 35®C. 

Overload capacity 25 per cent, for two hours. 

The maximum temperature rise not to exceed 50®C. 
even when the 2 hours' overload follows imi^ediately on an 
8 hours’ run at full load^ 

« 

The moton to give uniform torque from half to full speed 
writhout esQkessive heating. 
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Maximum torque to be 260 per cent, of full load torque. 

The Maximum Efficiency and Power Factor at Full 
jand Overload to be as follows: — 

Lot<d. i I 1 j 

Efficiency 85% 87% 89% 88% 

Power Factor 78 % 85 % 88 % 89 % 

Insulation test to be 6,600 A.C. Volts, 50-Cycle for one 
minute. 


B. So. Exainination (Engineering)! Part lip 1926* 

Subject:— STRENGTH OF MATERIALS AND 
ELECTRICAL TESTING. 

Time — Three Hours. Full Marks — 100. 

Paper-setters and Examiners— L. D. Coueslant, B.8e. (Lend.), 
A.M.I.M.E., M.I.E. ; B. C. Chatterjee, 

B.A., B.L., B.Se., M.I.E.E. 

Use a SEPARATE answer hook for each sectiorVy and 
indicate the section clearly on the cover of each answer hook. 
Attempt either THREE questions from Section A and TWO 
from Section B, or TWO from Section A and THREE from 
Section B, 


Section A. 

1. On a polished piece of steel there is a mark which might 
be either an incipient crack or a slag inclusion. How 
would you test it in order to decide the* question? 



180 


2. Describe the processes of hardening, annealing, and 

tempering steel. The Brinell hardness number of a 
piece of mild steel is 120. What to a near approxi- 
mation is its ultimate breaking stress in tons per 
square inch? 

3. How would you cast an iron roller required to have a 

very hard surface? How would you machine the 
surface? 

4. Find diameters of wire and coil, and number of turns 

of a helical spring to extend 2 inches under a load 
of 50 lbs. with a stress of 30,000 lbs. per scpiare inch. 


Section' B. 

1. Give a specification for the oil to be us^d in high 

voltage transformers. 

Describe carefully how you will proceed to test the- 
dielectric strength of the transformer oil supx)lied 
to you with the transformer. 

2. Explain tlie principle underlying the gradijig of the in- 

sulation of high-voltage cables. What effect has 
standing of the conductors on the factor of safety 
of the insulation? 

3. Give brief description of the preparation and properties 

of different kinds of vaniishes used in the manufac- 
ture of electrical machines and apparatus. 

4. The stator of a 15,000 K.V.A., 6,600 volt, three-phase 

alternator was burnt out. It was repaired in the- 
power station by the manufacturer’s men. State 
clearly what test will be performed before putting 
it to commission. 
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B.Sc. Examination (Engineering), Part II, 1928. 

Sxibject:— THl.ORY OF STRUCTURES. 

(Electrical Branch.) 

Paper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.Sc. 
(Lond.), A.M.I.C.E., A.M.I.N.A^ 

Time — Three Tfoiirs. Full Marks — 100. 

MORK riTAX FIVE OrKSTIOXS to HK AlTKMPTEn. 

1. A steel T section acts as a beam of clear span 10 feet and 

with rigidly fixed ends. The flange is (i inches wide, 
the web ()| inches deep, and the thicknes.s of the 
metal throughout inch. Deteiniine the maximum 
safe uniformly distributed load which this beam can 
carry and the greatest shearing force then produced. 

2. Derive an ex])ression for the thrust exerted by earth (no 

surcharge) on the vertical back of a retaining wall. 

In the case of a wall of trapezoidal cross-section show 
how to calculate the moment of the capsizing couple, 
the moment of the righting couple, and the maximum 
and minimum intensities of stress on the base of the 
wall. 

fS. A steel stanchion 9 feet long, rigidly fixed at the base 
and free at the top, consists of an I section, 8 inches 
flanges, 6 inches deep, thickness of flanges 
1 inch, and thickness of web J inch. The 
point of application of an eccentric load is 
midway* between the flanges and 8 inches at 
right-angles from the centre of the web. Calculate 
the safe eccentric load. Assume ‘ a ’=gooo and ‘ fr * = 6 
tons per square inch. 
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4. A masonry parabolic arcb has a span of 60 feet, a width 

of 16 feet, a thickness of ring of 3 feet, and a rise 
of the centre line of the arch of 20 feet. Determine 
the maximum stress in the arch due to a uniformly 
distributed load of 3^ tons per foot run over the whole 
span. 

5. Describe by means of figures and the employment of a 

planimeter how to determine the position of the 
centre of gravity of a rail section and the moment 
of inertia of the section about the neutral axis. 

6. Design the central section of a built-up plate box girder 

for a clear span of 60 feet. The equivalent uniformly 
distributed dead load, inclusive of the weight of the 
girder, is 110 tons, depth of girder l/20th of the 
span, and width of flanges 30 inches. Indicate on 
a sketch the curtailment of the flange plates.* 

7. A grillage foundation resting on clay supports the foot 

of a column. The load on the base plate is 270 tons 
and the maximum safe stress on the concrete is 16 
tons per square foot and on the clay 2 tons per square 
foot. Calculate the size of the base plate, of the 
girders, and the overall dimensions of the foundation. 

8. Show by means of a reciprocal figure how to determine 

the forces in the members of a French roof truss 
resisting a dead load and a wind load. There is a 
pin joint at one end of the truss and a roller bearing 
supporting the other end. 
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B.8e. Examination (Engineering), Part II, 1926. 

Subject : — HYDEAULICS. 

(Electrical Branch.) 

V’aper-setter and Examiner— Prof. T. E. Dodds, Wh.Sch., B.So. 

^ (Lond.), A.M.I.G.E., A.M.I.N.A, 

Time — Three Hours. Full Marks — 100. 

Not more titan FIVE questions to be attempted. 

1. A circular hole 3 feet diameter in the vertical side of a 
tank is just covered by a plate. The centre of the 
plate is 6 feet below the water surface in the tank. 
Calculate the total pressure on the plate and the posi- 
toin of the centre of pressure. 

1 . A rectangular pontoon is 100 feet long, 40 feet wide and 
has a uniform draft of 20 feet. The centre of gravity 
of the pontoon is 5 feet above the bottom. Calculate 
the metacentric height of this pontoon. 

Describe an experimental method of determining the 
metacentric height of a vessel. 

3. A, Venturi meter with a throat IJ inches diameter is 

\ fitted in a inches diameter pipe line. The pipe 
and throat are connected to a differential mercury 
gauge. The coefiScient of the meter is 0.07. Plot 
a curve of discharge in gallons per minute against 
guage reading in inches of mercury from 1 inch to 
10 inches. 

4. Derive an expression for the rate of discharge over a 

sharp-^ged V notch. 

The calibration test of a sharp-edged V notch gave Q= 

2.64 h 3 where Q is cubic feet of water per second 
and H* is measured in feet. This notch is fixed to 
the side of a tank 20 feet long by 10 feet wide. Plot 
a curve of head against time, for H=‘10 inches to 
H=1 inch. There is no inflow to the tank. 
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5. A high level reservoir delivers into a single main 6 mile» 
long, 3 feet diameter, laid at a slope of 9* feet per mile. 
The lower end of this main is connected by a Y-piece 
to two mains each feeding a separate low service 
reservoir. One branch main is 3 miles long, 2 feet 
diameter, with a fall of 10 feet per mile; the other 
is 5 miles long, 30 inches diameter, with a fall of 
12 feet per mile. The water level in the high level 
reseivoir is 30 feet above the centre of the 
pipe and that in each low level reservoir is 
10 feet above the centie of its pipe. The 
water level in each reservoir remains constant. Take 
/ — 0.007. Calculate the delivery in gallons per hour 
to each low level service reservoir. 


6 . 


An open channel of square cross-section, laid at a slope 
of 1 in 1 ,500, is to convey half a million gallons of 
water per hour. The coeffi(*ient C in the formula 
V = C\/ mi is : — 
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Determine the length of a side of the square ci'oss- 
section. 


7. A pel ton wheel is required to work under an available 

head of 1,000 feet and to develop 800 h.p. at 400 
r.p.m. Assume an efficiency of 84 per cent., a nozzle 
coefficient of velocity of 0.97, and a bucket speed of 
0.46 of the jet velocity. Calculate the diameter of the 
jet, the diameter of the bucket circle, and the size 
and number of buckets. Sketch the cross-section 
of a bucket and the velocity triangle of the jet. 

8. A reciprocating pump has a diameter of 9 inches, a stroke 

of 27 inches, and a .suction lift of 10 feet. The suc- 
tion pipe is 6 inches diameter and 80 feet long. 
Assume / for the pipe as 0.01 and th? motion of the 
plunger as simple liarmonic. Calculate the maximum 
speed of the pump without cavitation occurring 
between the piston and the water. 
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B.8c. Examination (Engineering), Part II, 1826. 

Subject:— THEORY OF MACHINES. 

(Electrical Branch.) 

Paper-setters and Examiners— L. D. Coueslant, B.Sc. (Lend.), 
A.M.I.M.E., M.I.E. ; R. S. Jain, B.Sc^, A.M.A.I.E.E. 


Time — Three Hours. Full Marks — 100. 

Ati.^irer either THREE question.^ from Section A orid TWO 
from Section B, or TWO from Section .1 and THREE 
from Section B. 

Use a SEPARATE ansicer hook for each Section, and indicate 
the Section clearhf on the cover of each hook. 


Section A. 

1. Design and sketch a pendulinu with a total period of 2 

seconds to be kept in continuous motion by an electro- 
magnet. 

2. Get divided and total axial pitches, and pit('h diameters 

of a pair of skew wheels to connect two shafts which 
are 8 inches apart at their nearest, and in planes at 
right-angles. The velocity ratio is to be 2; and the 
divided nornifil pitch 1 inch. The driving wheel 
which is to be the faster of the two is to have a 
pitch angle of 30 degrees. 

f3. Find diametral pitch for a wheel and pinion of cast iron 
to transmit 30 H.P. from a shaft running at 1,200 
to one at 120 revolutions per minute. The permis- 
sible stress is 3,000 lbs. per square inch. The shafts 
are 22 inches apart. 
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-4. Sketch a differential screw to give the strength of a ^ inch 
Whitworth thread with an effective pitch of 1/72 of 
an inch. 

Section B. 

.1. Explain fully what do you mean by wave form, how wave 
form of the e.m.f. changes and what wave form is 
desired in the design of an alternator. Also explain 
what you mean by harmonics, how do the harmonics 
come in a wave and how is a 3rd harmonic eliminated 
from an e.m.f. wave if a S-pliase alternator is star 
connected. 

Develop the formulae of the reactance voltage of a Trans- 
former? What is the difference in the reactances of 
core and shell type transformers? 

3. Explain fully the operation of a transformer at full load 
with the help of vector diagram. 

-4. Explain why and when a wound rotor induction motor 
is preferred to a squirrel cage induction motor, and 
why and when is the reverse the case. Also explain 
what are dead points and what are noises due to in 
an induction motor and what measures will you take 
in the design to remove both of the defects. 
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B. 8c. Examination (Engineering), Part II, 1926. 

Subject:— HEAT ENGINES. 

(Common for Mechanical and Electrical Branches.) 

Paper-setter and Examiner— C. A. Kingi B.So., A.R.C.Sc., 
M.I.M.E., M.I.E.E., M.I.E. 

Time — Three Hours. Full Marks — 100.. 

Answer SIX questions oni^y. 

All questions are of equal value. 

1. A gas engine has to develop 40 B.H.P. with an expected* 

mechanical efficiencj' of 85 per cent., and a piston 
speed of 650 feet per minute. 

If the index n for the compression, and expansion curves 
is taken as 1.32, and the maximum pressure of the^ 
explosion is 2.G times the compression, determine 
the necessary diameter of the cylinder. 

Assume that the clearance volume is 27 per cent, of the- 
volume swept by the piston, and that the diagram 
factor is 0.92. 

2. Explain clearly why a high vacuum is essential for high' 

efficiency in a steam plant. Sketch and briefly 
describe any one type of vacuum augmentor. 

The temperature of steam in a condenser is 52.3°C. and 
the pressure in the condenser is 2.25 lbs. per sq. incb 
absolute. Calculate the relative weights of steam* 
and air in the condenser. 

3. The volumetric percentage composition of gas supplied to 

a gas engine is CO 12,6, IT# 41.6, CH* 26.6, CO, 2.6,. 
0, 1.9, N, 14.7 and the volumetric analysis of the- 
dry exhaust gases is CO> 8.53, 0* 4.9, N, 86.57. 

Calculate the volume ratio of air to gas in the charge in. 
the gas engine cylinder. Do you consider this charge* 
to be a weak or a rich mixture? 
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4. Explain the advantages of a trip gear in cases requiring 

a very wide range of cut off. By means of carefully 
drawn sketches explain the action of the trip gear, 
and the mechanism by means of which the governor 
conti ols the point of cut-off'. 

5. Steam at a pressure of 225 Ihs. per sq. inch and super- 

heated 50°C is throttled down to 180 lbs. per sq. inch 
at admission to a. triple expansion engine and ex- 
hausted into a condenser at *3 lbs. per sq. inch. If 
tlie steam consumption is 14.5 lbs. per I.H.P. hour, 
calculate the efficiency ratio between the admission 
and the exhaust pressures, taking the Rankine cycle 
as the standard for comparison. Sketch the temp, 
entropy diagrams for each stage assuming equal 
work done per stage. 

6. Obtain the dimensions of a 8 stage air compressor to 

supply 12 lbs. of air per minute at 375 lbs. per square 
inch (absolute) with efficient cooling and intercool- 
ing. What power would be required to drive it 8 

7. Whj’^ are CO, and NH^ the vapours that are most frequent- 

ly used in refrigerating machines ? Compare the 
advantages and disadvantages of these two vapours. 
Describe a machine using one of them. 

S. Establish Clapeyron^s Equation for the volume of a 
vapour; assuming Gihb\s Function. 

Select any three successive values of temperature, pres- 
sure, and latent heat from your steam tables and 
calculate the specific volume of steam for the mid- 
most pressure. 
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B.Sc. Examination (Engineering), Part II, 1926^ 

Subject 1:LKCTRICAL J<]NGINEERINQ. 

Paper 1. 

(Electrical Branch.) 

Paper-setter and Examiner— <W. T. Maccall, M.Sc., M.I.E.E. 

Time — Three Hours. Full Marks — 50. 

Marl'S will he (jiren for ansirets to not more than FIVE 
questions. Each one carries the same ina.rimum marls. 

1. A 7/.(M)4" cable 850 yards lonpr, with vulcanized 
rubber insulation 49 mils, thick, has an insulation 
resistance of 880 inepfohms at 10^0. 

Find the insulation resistance (a) of 1,000 yards of this 
cable ; ( h) of 1 ,000 yards of 87 / .064" cable with 
insulation of the same quality, 75 mils, thick; (c) 
of both of these when the temperature rises to 32°C. 
(Cxi veil that 15®0. temperature rise halves the insula- 
tion resistance.) 

If the insulation were of impregnated paper would the 
change of resistance with temperature be more or 
less ? 

'2. Describe the three-wire system and explain its advantages 
and disadvantages. 

Draw a diagram of connections for a rotating balancer, 
and for a static balancer, explaining how each of 

these acts. 

%> 

How does the indxictance of an overhead line vary with 
(a) the distance between the wires; (h) the size of 
the wires. 
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What influence has the latter variation on the choice of 
the material for the wires? 

If the line voltage at the power station is 22,000 volts 
and the current 11.4 amperes, total line resistance 
196 ohms, inductance 0.53-henry, frequency 50 cycles* 
per second, find the line voltage at the delivery end. 

4. What forms of apparatus are used for improving the 

power factor of an alternating current load, and 
what are their relative advantages? 

What determines the best value to which to raise the 
power factor? 

5. A transformer at full non-inductive load delivers 40 

amperes at a terminal P. D. of 50 volts, and absorbs. 
2,130 watts from a 200-volt supply. Show how it can 
be connected as an auto-transformer to a 250-volt 
supply, and calculate its output and efficiency at full 
non-inductive load when so connected, neglecting the- 
effects of the magnetizing current. 

If the no load current of the auto-transformer is 0.^2“ 
ampere witli a power factor of 0.4 draw a vector dia- 
dram, including this, for 1/lOth full load, and find 
the currents in the two windings at this load. 

6. Three transformers are to be connected to a three-phase* 

supply with 3,000 volts between lines to convert a 
total load of 120 kilovolt-amperes to a line pressure^ 
of 380 volts. If each secondary turn produces 3.7 
volts, find the numbers of turns and the currents in 
the primary and the secondary windings if these are* 
to be connected : — 

(a) both y ; 

(h) primaries Y, secondaries delta; 

(c) primaries delta, secondaries Y ; 

(d) both delta. 

Which of these arrangements can be connected in parallel 
with one another? 
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7. A six-pole three-phase induction motor for a line P. D. 

of 400 volts, 50 cycles per second, takes at no load 
and full pressure, 12 amperes per line, and a total 
of 1,150 watts; and takes at standstill and 80 volts, 
43 amperes per line, and a total of 1,050 watts. 

Draw its circle diagram and find: — 

(a) The maximum power factor, and the corresponding 
values of the line cunent and the brake H.P. ; 

(h) the maximum torque in pound-feet which the motor 
can exert. 

Take tlie stator copper loss as 45 per cent, of the total 
copper loss. 

8. Tn a ihrec-phaso rotary converi(?r delivering 200 amperes 

C.C. and v^orking at unity power factor find, neg- 
lecting losses : — 

(</) the Er. M. S. value of the line current; 

(5) the E. M. S. value of the alternating current 
in the windings of the rotar 5 ^ 

Sketcli a graph showing the wave form of the current in 
an armature conductor 25^ (electrical) from a tapp- 
ing point. Find the E. M. S. value of this current. 
JIonc(* estimate ihe maximum output of the rotary 
com])arcd with that of the same machine used as a 
C.C. generator. 

^9. Describe the method of action of a compensated series 
monophase motor suitable for traction. 

Note the points in which it differs from a C.C. series 
motor, giving reasons for these differences. 

How can the speed of this monophase motor be altered? 


13 
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B.Sc. Examination (Engineering)! Part ll, 1926. 

Subject -.—ELECTRICAL ENGINE J^^RING. 

Paper II. 

( Electrical Ilratich . ) 

Paper-setter and Examiner— Prof. B. C. Chatterjee. 

Time — ^Three Hours. Eull Marks — 100. 

Mnrhs v'lll he (jtren for ath^freis to not more them FIVE 
questions. The met, n mum fot eueh is 20. 

1. Wluit is meant by resonance in an electrical circuit? A 

con(l(*nsei* of 1.5 microfarad capacity and a vai-iable 
choking? coil of 15 ohms resistance are connected in 
stuies to a 50-(jycle, 100-volt supply, the wave shape 
of which has a strong* third harmonic. What value 
of the inductance will j»*ive resonance {u) with the 
third harmonic, {h) with the fundamental frequency? 

2. Describe the tests you will ])erform and precautions you 

will take before you run a 7 K.A^.A., 220/18,200' vqlt 
transformer standino' idle for over a year since its 
delivery to the station. The transformer was receiv- 
ed assembled in the tank, ])ut the oil was in a st'parate 
container. 

3. What size generator, in kv-a. (Kilovolt-amperes), is re- 

quired to supply a system comprisinj^ induction 
motors takino- UK) kilowatts at 80 per cent, power- 
factor, incandescent lamps taking? 50 kilowatts at 
100 per cent. ]>owei-f actor, and idle transformers 
takinfy 10 kv-a. at 40 per cent, power-factor. As- 
sume these values to include the power used to over- 
come losses and reactions in the corresponding 
distributing wires. 

4. A consumer receives 500 kw. three-phase power under a 

line voltage of 2,000 at 50 frequehey. The power- 
factor is O.TO. It is desired to bring this up to 
0.85, by means of (a) condensers in mesh connection, 
yfh) a synchronous motor. 
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])etermiiie the capacity of the former and rating of the 
latter. Which of the two do you prefer and why? 

5. Describe carefully the method of measuring power by 

two wait-meters in an unbalanced three-phase 
system . 

6. AVhat are the leasons for and against earthing the neutral 

in three-phase liigli-tension systems of distributing 
power? Describe with a diagram of connections the 
method you would consider best for a G, 600-volt 
three-phase system. Explain its working and give 
leasons for preferring the method described. 

T. l’\\o l,000-kv-a. alternators each running as a single- 
pliase machine and each having a voltage of 6,600 
volts were thrown in parallel, when they were at 
wliat was believed to ])e the correct phase relation, 
that is, the e.iu.f.’s were supposed to be 180® apart, 
(generator A, however, was 20® ahead of this correct 
180® posit ioi» with regard to generator B. Each 
generator has a 10 per cent, inherent reactance and 
a 2 per (‘cnt. resistance. Which generator delivers 
syiH*hronizing ])ower to the other, and how great is 
this power? 

8. .V monophase distribution line of 5/0 S. W. (1. (res. — 

.00017 oh ms /yd.) is fed at 550 volts from both ends. 
The line is 2,800 yds, long. Beginning from one 
eiid at distances of 400, 1 ,000, 1 ,400, 2,000 yds. 
respectively, there are distribution centres tapping 
current 50 amps, in each junction. Find the volt- 
ages at each of the four junction points and the 
current fed from each end. 

9. Explain the action of a monophase mercury are rectifier. 

What A. C. voltage will it have for charging a 
Secondaiy Battery of 110 cells? Will a moving coil 
permanent magnet D. C. voltmeter correctly read 
the voltage on the battery side of the apparatus? 
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B.8c. Examination (Engineering), Part II, 182G. 

Subject:— ECONOMICS OF ENGINEEEmG. 

Examiner~-Prof. B. C. Chatterjee, B.A., B.L., B.Sc., M.I.E^E. 

Time — Three Hours. Full Marks — 100. 

.Answer FIVE questions only of which questions 1 and 
3 must be attempted. 

1. What minimum cost of coal will make the Hydro-electric 
project at the Chandraprova river, 36 miles from 
Benares, economically feasible to supply power to 
Benares and Railway Workshops at Moghulsarai? 
The total demand of the two places may be met by the 
scheme which is capable of 2,700 kw. continuous pro- 
duction. The combined annual load-factor is 40 
per cent. Make your assumptions for calculations. 

“2. Make a summarised statement of the Bepori; you will 
submit when you are called upon to make an investi- 
gation into the economical probability of the above 
hydro-electric project. , 

3. Give a brief summary of the precautions to be adopted 

for the Protection and Maintenance of Aerial Lines 
as required by the Indian Electricity Rules of 1922. 

4. What do you mean by Revenue Account of a Power 

Supply Company ? What is the usually recommended 
form in which it is kept by a company (with a fuel- 
fired station) supplying a big city like Calcutta? 

•5. The ‘ A ’ power supply company’s power station is being 
bought by a ‘ B ’ company. State clearly how you 
will carry out the valuation of the aforesaid station 
necessary before the transfer. 

'6. What is the relation between profit and cost ? Describe 
the different elements of cost that enter a big fan- 
making concern. In how many ways can you increase 
the profit of a concern? 

7. Draw out a specification for the purchase of a steam-plant 
for electric power generation. 



First Year Diploma Annual Examinationi 1926. 

Subject : —MATHEMATICS. 


Time — Three Hours. Full Marks — 100, 

1. (a) Find the value of 

2*025“ * ' X 0*0625 x 16*06 - * 

(h) How many ciphers are there between the decimal point 
and the first significant figure in (0*0504) 

(c) Find to four significant figures the value of 
Sin 116^^ tan’* 218^ -r 

2. Solve the following equations : - 

(a) (i) = (25) 


(cO ZXz=,\f 

.r-|-//4-^=21 
a;“+//“+^“ = 189 

3. («) Prove that 

Sin 3 A — Sin A ^ 

— — =:tan A 

cos 3A + COS A 

(5) Given the two sides of a triangle b and c equal to 3*45 
and ‘1*74 ft. respectively, and angle A=:37“20' ; find 
the angles B and C the remaining side a, and 
area of the triangle. 
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4, {a) Solve the equation 

Cosec B -f cot ^ = V 

(b) The angle of elevation of a steeple at a place due south 
of it is 45 f and at another place due west of the 
former the angle is 16*. If the distance between the 
two places is 100 ft., find the height of the steeple. 

-5. (rif) A ball of iron 4 inches diameter is covered with lead 
Find the thickness of the lead so that (/) the volumes 
of the iron and lead are equal, (/V) the surface of the 
lead is twice that of iron. 

{b) The water in a rectangular reservoir is Da ft. deep and 
covers an area of 5390 square yards. In what time 
can the water be emptied by a pipe 5 inches in 
iliameter, through which the water runs at the rate of 
17 miles an hour ? 


First Year Diploma Annual Examinationi 1926. 

Subject APPLIED MECHANICS. 

Answer FIVE questions only. 

The questions are of equal v.iUJE. 

Time allowed 3 hours. 

1. Of what use is a “ Toggle Joint Sketch the arrange- 

ment and show graphically, using Bow^s Notation, 
how we may use it in order to exert great pressure. 

2, Sketch and describe the Lever Safety Valve. 

% 

If the area of the valve is 3 square inches and the blow 
off pressure is to be 100 lbs. per sq. inch by gauge, 
sketch the aiTangement giving weights and dimen- 
sions. 
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3. What is meant by the Principle of Work as applied 

to a machine. Define the following terms : Mecha- 
nical advantage, Velocity ratio and Efficiency as 
applied to a simple machine. Illustrate your answer 
by special reference to the Screw .lack. Give 
sketches. 

4. Stale the “ Laws of Solid Friction ” and liow you would 

proceed to illustrate and prove their accuracy or 
otherwise. 

An inclined plane is slowly tipped up until a body rest- 
ing upon it just slips down at a uniform rate if given 
a stari If the angle at which this occurs is 30®, 
what is tlie coefficient of friction between the body 
and tlie jdane? 

5. It is foujid that ihe relation between tlie Load and tlie 

Effort for a simple macliine follows the Straight Line 
Law. Wlien the load is 10 lbs. the effort is 12.5 lbs., 
and when the load is 30 lbs., Ihe effort is 6 lbs. 
Find Ihe effort when the load is zero and when the 
load is 50 lbs. AVrite down ihe ecpiation to the 
straiglit line. 

*6. A pump is driven by an electric motor taking 30 Amperes 
at 220 A’^olts. If the efficiency of tlie motor is 80 
per cent, and of the pnmp 70 per cent., how many 
gallons of water will the pump deliver pei* minute 
to a height of GO feet? 

7 . Compare the advantages and disadvaniages of a belt 
drive with those of a gear. 

Give an iiisiance in which the drive musi he by means 
of gear wheels and one in which a belt drive is pre- 
ferable. 

Find a train of gear wheels which will give a veocity 
ratio of 1:10. 
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First Year Diploma Annual Examination, 1926^ 

Subject:— HEAT ENGINES. 

Answer FIVE questions only. 

The questions are of equal value. 

Time allowed 8 houi*s. 

1. Explain clearly what is meant by the folio wnig expies- 

sions: — Dry Steam, Dry Saturated Steam, Wet 
Steam, Superheated Steam, Dryness Fraction and 
Wetness. 

What is a Superheater,^’ where is it placed and why 
is it used? How does a Superheater tend to prevent 
the initial condensation which takes jilace when 
Saturated Steam is used? • , 

2. Sketch and describe in detail a vertical “ cross-tube ” 

boiler. Why is this type of boiler inefficient? In 
what respects is the Cochran boiler superior to the 
ordinary cross-tube vertical boiler? 

8. Sketch and describe the following boiler fittings: — 
Feed check valve. Gauge glass, Stop Valve, Anti- 
priming pipe and Safety valve. 

How is a man-hole door fitted and rendered* steam-tight? 

4. Prove the construction known as the Beuleaux valve 
diagram. 

The connecting rod of a steam engine is equal to four 
cranks in length and the cut-ofE takes place at .7 of 
the stroke. Find the position of the crank at cut-off 
and draw the valve diagram given that the travel of 
the valve is 3 inches and the lead i inch and the 
release at .9 of the stroke. 

6. “ Explain clearly how you would proceed to start a steamr 
engine of moderate power. Mention clearly all the 
precautions necessary and why. 
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Why is a governor necessary for some engines and not 
for others? What are the conditions that must be 
fulfilled by a steam engine governor? 

6. What is a Separator and what is a Steam Trap? Why 

are both necessary and where are they placed? 

Find the thickness of a steel pipe 12 inches in diameter 
that is necessary in order that the stress in the mate- 
rial may not rise above 4 tons per square inch. The 
internal pressure being 200 lbs. per square inch by 
gauge. 

7. Sketch the piston of a small gas or oil engine and com- 

pare it with the piston of a steam engine. They 
are of quite a different shape, why is this? Whj^ is 
no stuffing-box necessary for the oil or gas engine? 
How is the piston lubricated? 

8. Sketch a pair of driving wheels for a locomotive and 

show clearly how the coupling rod is attached to 
them and how they are shaped so as to assist in the- 
balancing of the engine. If you have not noticed' 
these things, your eyes are not sufficiently open yet. 


First Year Diploma Annual Examination, 1926. 

Subject -.—MECHANICAL DRAWING. 

Time — Four ho\irs. Full Marks — 100.^ 

iV.R. — Q uestion 1 must be attempted. 

Five questions only to be answered. 

1. The accompanying drawing represents a steel cross- 
head, suitable for a vertical steam engine. Draw 
the two wiews as they are shown in the drawing 
and also add an end view half in section, looking 
in the direction of the arrow. Scale Half Full 
Size ... ... ... ... 60* 
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-2. Show by sketches the forms of triangulai', square and 
buttress threads, mark their standard propor- 
tions on your sketches .... ... 10 

3. Make neat sketches of a cottered joint such as is in 

frequent use for pump rods ... ... 10 

Sket(jh two views of a knuckle joint suitable for 
connecting rods of one inch diameters, mark the 
standard proportions of the joint ... ... 10 

5. Distinguish between a key and a cotter. Sketch 

an example of each, stating the pinpose for 
Avhicli each is employed ... ... 10 

i 

6. Show by skeiches how the separate lengths of a line 

of shafting may be connected together ... 10 

7. Give sketches showing one method of attaching the 

valve rod to an ordinary slide valve ... 10 

8. Dehue outside lap/’ ‘‘ inside lap,” '' lead,” and 

travel ” of a slide valve. Make sketches illus- 
trating your answer ... ... ... 10 

9. . Make neat sketches showing two forms of steam 

engine pistons ... ... ... 10 

10. What is meant by the draw ” of a cotter? Make 
a sketch showing how a crosvshead is secured to 
a piston rod by a cotter ... ... 10 



^foi 
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Question I. 





202 


First Year Diploma Annual Examination, 1926. 

Subject:— BUILDING. 

Time — Three hours. Full Marks — 100- 

[N.B. — The figures in the margin indicate full marks. 

1. Give a brief description of a log of timber from the 
time it is felled to the time it is used as beams 
in a building ... ... ... 20’ 

‘2. What is concrete ? What precautions are necessary 
in its preparation and use in foundations! of 
buildings ... . . .< ... 20' 

or 

Classify ordinary bricks, and state the characteristics of 
the best variety. 

3. Explain clearly what you understand by the following : — 
(a) Shakes in timber. 

{h) Natural bed of stones. 

(c) Setting of lime. 

(d) Artificial stones ... ...20' 

or 

Give neat sketches of the following : 

(а) Brick-on-edge flooring, herring-bone pattern;: 

(б) Squared rubble masonry built in courses; 

[c) A segmental arch on pier and abutment^ 
naming all parts. 
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4. Draw to a scale of 2 feet to an incli two consecutive 
courses of bricks laid in English Bond at the junc- 
tion of a 1-brick wall with a 2-brick wall 25 

or 

Explain clearly with sketches the meaning of the follow- 
ing terms: — 

(a) Quoins, . 

(b) Copings, 

(c) Dowels, 

(d) Benching out, and 

(e) Relieving arch. 

o. What are the main points to consider in designing 
foundations of buildings ... ... 15 

or 

What do you understand by the expression, proper 
orientation of a. dwelling house **? 


First Year Diploma Annual Examination, 1926. 

Subject STTRTKYTNG. 

Time — Three hours. Full Marks — 100. 

[^The questions carry equal 

1. Construct a diagonal scale of 04 inches = 1 mile to read 

Gunter’s chains and links. Indicate a distance of 
4 chains and 07 links on your scale. 

A 

2. Give nieat and explanatory sketches of the following : — 

(a) An exact length of two feet from one end of 
a 100 feet chain; 
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(6) Graduations of a Prismatic Compass to compare 
with those of a Surveying Compass. 

or 

Explain with the help of neat sketches the various 
methods of taking offsets from a chain line. 

3. The plan of an old survey jilotted to a scale of 41.66 
feet = 1 inch was found to have shrunk so that a line 
originally 10 inches long was only 9.86 inches. 
There was also a noie stating that the chain used was 
0.2 link too long. 

If the area of the plan given hy a planinieter was 34.T6 
square inches, what was approximately the correct 
area of the survey? 


or 

Plot the following to a scale of 100 feet r_ 1 inch , arid find 
out the length and hearing of the closing line: — 


Line. 

Magnetic Bearing 

liength. 

AB 

... 30° 

... 200 ft. 

BC 

... 300° 

... mo „ 

CD 

... 240° 

... .350 „ 


State also the back bearings of all the lines. 

4. Explain clearly what you understand by the following: — 
(a) Tie-line, 

(Jj) Traverse survey, 

(c) Bench mark, 

{(1) Parallax, and 

(e) Yariation of a compass. 

oi* 

Explain with neat sketches the permanent adjustments 
of a Dumpy Level. 
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6. Write out an imaginary page of a level book, recording 
sets with 2 intermediate readings in each set, bear- 
ings of ihe station lines, and a milestone as B. M. 
taken from ihe first set of the instrument 30 feet to 
right at 200 feet, showing also a (*orresponding plan 
of the ground. 

Assuming the It. L. of the B. M. to be 100.00, calculate 
the Bed need Levels of all other points by the Rise and 
Ball method, showing arithmetical checks. 


First Year Diploma Annual Examination, 1926. 

Subject :--I>nYSirS. 


Time — Tliif'e hoiiis. Full Marks — 100* 

A>swkk five (U'estions ont.y. 

1. A scale is divided into 20ths of an inch and has to be 
r('ad to l/2r)tli of a scale division by means of a 
veinier. Show by sketehes how to construct a suit- 
able vernier. 


2. Define tbe units of heat. 

A boiler is made of mild steel and weighs 10 tons. The 
specific^ heat of the material is .12. The boiler con- 
tains 8 tons of water. Find the- quantity of heat 
required to raise the temperature of the whole from 
lo°C to 100°0, assuming no waste. 
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3. Describe and give sketches of any apparatus you have 
used for finding the coefficient of linear expansion of 
a metal. Show how the results would be calculated. 

or 

The density of a piece of brass is 8.45G gnis. per c.c. at 
15°C and the coefficient of cubical expansion is 
57 X 10““ Find the density of the brass at 125^C^. 

'4. Define thermal conductivity and explain how its value 
may be determined in the case of copper. Give a 
neat sketch of the apparatus to be used 
or 

Calculate the quantity of heat which will fiow per hour 
through an iron plate 1.25 c.m. thick. State the 
result in calories per square meter of the plate. The 
coefficient of conductivity is .14 and one face of the 
plate is at a temperatxirc of 10°C higher than that 
of the opposite face. 

5. Enunciate the laws of Boyle and Charles. 

A cylinder fitted with a piston contains at a certain 
instant (> cu. ft. of gas at 15 lbs. per s([uare inch 
absolute and 15°C. Operations are being conducted 
on the gas involving changes in pressure, volume 
and temperature, the weight of gas present being 
kept constant. At another instant, the pressure is 
found to be 150 lbs. per square inch absolute and the 
volume 2.5 cubic feet. Calculate the temperature 
at this instant. 

‘6. One pound of coal has a heating value of 8,000 lb. -degree- 
centigrade. By moans of suitable machinery 500 
gallons of water can be raised to a height of 100 feet 
for each pound of coal burned. What percentage of 
the heat contained in the coal is converted into 
useful work? 

Take T — 1,400 ft. lbs. per lb. -degree-centigrade. 
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First Year Diploma Annual Examinationi 1MB. 

Subject CHEMISTRY. 

Time — Three Hours. Full Marks — 100. 

1 . What do you mean by a law of nature? State, giving' 

examples, the following laws: — 

(a) Law of multiple proportion. 

(h) Boyle’s Law. 

(c) Charles’ Law. 

2. What do you mean by the following terms : — 

Valency of an element, equivalent weight, gram molecule,, 
endothermic and oxidation. 

What are the valencies of the different elements in the 
following compounds: — 

NH 3 , CO,, H,0, A 1„03 and CS. 

3. Why is hard water unsuitable for washing as well as for 

boiler P 

What do you mean by degree of hardness? 

Calculate the amount of Na, CO, required to remove, 
permanent hardness from a thousand gallons of water 
having ten degrees of hardness, on the English system, 

4. What do you understand by a chemical formula and 

a chemical equation ? Express by means of chemical 
equations the chemical change taking place when : — 

(a) Limestone is heated in a kiln. 

(h) Carbon dioxide is bubbled through lime water, 
(c) Potassium chlorate is heated. 


14 
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5. What mass of zinc will be consumed to fill a balloon of 

1,000 litres capacity with hydrogen at SOO inm. pres- 
sure and 30°C ; density of hydrogen at normal 
temperature and pressure being 0.0893 gram per litre, 
and atomic weight of zinc 65.4. 

6. Give a full-page diagram giving a brief but clear outline 

of the various operations in an iron and steel works 
undertaking the manufacture of pig iron from its 
ores and also indicating the various ways in which 
the products of the blast furnace may be used. 

7. What is a blast furnace? Give a brief account of the 

various chemical and physical changes which take 
place in such a furnace used for the smelting of iron 
ore. 

S. Briefly describe the properties of lead, mentioning the 
various industrial and commercial uses* of the metal 
as such or as an alloy. 


First Year Diploma Annual Examination, 1926. 

Subject:— ELECTEIOAL ENGOfEERING. 

[Try two questions from Group A and three from Group B.] 
Time — Three Hours. Full Marks — 100. 


GEOIJP A. 

1. Define Magnetic Field, Intensity of Field, lines of 
Force, Magnetic Moment and Unit J^ole. What is 
the couple acting on a magnet 12 c.m. long and of 
pole strength 7 units placed at an angle of 60^ with 
the direction of a field of strength .017 unit. 
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2. Describe the difference between the magnetic properties 
of soft iron and hard steel. Which would you use (t) 
for the core of an electro-magnet, {vi) for a permanent 
magnet? Give reasons for your answer. What 
effect has a change of temperature on a magnetised 
steel bar? 

Two short bar magnets, the moments of which are 108 
and 192 respectively, are placed along two lines 
drawn on the table at right angles to each other. 
Find the intensity of the magnetic field due to the two 
magnets at the point of intersection of the lines, the 
centres of the magnets being respectively 30 c.m. 
and 40 c.m. from this point. 

GROUP B. 

4. Define the practical units of current strength quantity, 
potential difference and resistance. Define also Erg, 
Joule, Watt, Kilowatt and Board of Trade Unit of 
Electrical Energy. 

•5. The resistance of one mile of No. 10 B. W. G. pure 
copper wire is 3.12 ohms, and the diameter of this wire 
is .134 inch. Calculate the resistance of a quarter 
mile of German silver wire .065 inch in diamefer 
having given that the specific resistance of German 
silver is 13 times that of copper. 

<). A dynamo producing a terminal potential difference of 
150 volts is used to charge 60 storage cells, each 
having an El. M. F. of 2.2 volts and a resistance of 
.001 ohm. If the leads joining the dynamo and cells 
have a resistance of .2 ohm, what will be the charg- 
ing current? 

7. A Generator feeds 81, 16-c.p. lamps for four hours; cal- 
culate the cost of the energy supplied at 4Jd. per 
unit if each lamp absorbs 1.1 watt per c.p. 



Preliminary Examination! Egineering DipiomaSf 192(L 

Subject : —MATHEMATICS. 

Paper I. 

Paper-setter and Examiner— 8. N. Maitra, I.E.8., M.A., A.R.C.Se. 

Time — Three Hours. Full Marks — 100.. 

Answer FIVE questions only. 

The questions ake of equal value. 

1. There are two formuhe used to calculate «/> <^=log^ 

t 

which is only approximate; and 1*0505 loge 

•f9xl0~ —503^ 0*0902. Which is correct? 

If <=d+273 when ^=53, find the two answers : >vhat 
is the percentage error in using the approximate* 
formula ? 

2. (a) If a and 6 he the roots of a?® + p.r4'Q'=0, find the equa- 

tion whose roots are * and — 

6 a. 

(6) In how many ways can the letters of the word VUlita- 
rianmn be rearranged without changing the posi- 
tion of any of the vowels ? 

3. («) Write down the coefficient of .r2r+l in the expansion 

of(a?-i)2^+i 

tft) Ev^uate V 24 by means of the Binomial’ theorem, to 
^ five places of decimals. 
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4. (a) Express Sin 2Trnt Sin (2ir///+(y) as a sum or difference 

and verify numerically for the case n = 10, t =0*01, 
^/=0’3491 radian. 

(h) Two sides of a triangle are measured and found to be 
32’5 and 24*2 inches ; the included angle being 57*, 
find the area of the triangle. If the true lengths of 
the sides are really 32*t> and 24.1, what is the 
percentage error in the answer ? 


Either 

Represent graphically the curve y=e, ^‘35^ where y 
and 6 are the polar co-ordinates of a point. 


or find approximately 



(hr. 


6 . («) 
{(>) 


Find the differential coefficient of tan *“ l ~ 

Magnus* empirical formula for the pressure and tein- 

perature of a gas is^>=a5— where a, h and y are 

y-v 


constants. Find 


r/p . 
dB 


{c) Inscribe in a given sphere a cone whose volume is a 
maximum. 


7. By the methods of the integral calculus find — 

(a) the volume of a sphere ; 

(jb) the moment of inertia of a solid cylinder about an 
axis passing at right-angles through the middle point 
of the geometrical axis of the cylinder. 
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Pr«|jiiiinary Examination, Eginoering Diplomas, 1928. 

Subject : —MATHEMATICS. 

Paper II. 

Paper-setter and Examiner— Sohan Lai, M.Sc. 

Time — Three Hours. Full Marks — 100- 

Answeu five questions only. 

The questions are of equal value. 

1, (a> If « = 0‘8 ir, f*=0“5 and N=M ; if ( N — M ) V 

=33,000 P ; if P=:30and V=520 ; find N. 

(h) Find the value of ^^Sin (2v Jt + 0‘6). where / is- 
225 and t is O’OO.'I Observe that the angle is stated 
in radians. 

{c) If A=P (1-f and if A = 3P when /• = 3L 
find M. 

2. (a) Write out a formula for the volume V of a hollow cir- 

cular cylinder of length /, inside radius i\ outside 
radius R. 

If V=182 cubic inches, ^=7*23 inches, r=2*ll inches,, 
find R. 

{h) The inside diamater of a hollow sphere of cast-iron is 
the fraction 0*57 of its outside diameter. * Find these 
diameters if the weight is 60 lbs. Take 1 cubic inch 
^ of cast-iron as weighing 0’26 lb. 
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3. (a) Prove that :--Sin (A+B) = Sin A CosB+CosA Sin B. 

Yon may take the simplest case, when A+B is less than 
a right-angle. Illustrate the truth of this arithmetic 
cally when A=35® and B=27®. 

(b) Prove that in a triangle whose sides a, b contain be- 
tween them the angle C, the area is h ah Sin C. 

There is a quadrilateral A BCD, A and C being opposite 
corners. If AB is 16 ‘23 feet, AC 25*4 feet, AD 12*09 
feet ; if the angle BAC is 41°, and the angle CAD is 
35°, find the area of the quadrilateral. 

4. (a) It is required to find the height of a house on the op- 

posite bank of a river. The elevation of the top of 
the house is read at a certain point as 17° ; at a point 
86 feet nearer to the house, the elevation is found to 
be 31°. Find the height of the house. 

(5) Solve the triangle ABC completely, being given that 
6=35“ 30', B=38‘6, C=43*57. 


5. {a) In a geometrical progression where is the ratio of 

any term to the previous one, prove the rules for 
finding the ^ith term and the sum of n terms. 

The sum of a geometrical series of 16 terms is 1,020, 
r=2’4, find the first and last terms. 

{h) Plot the curve : — 

//■=« Sin ( cx'Yd ) for the case when a— 2, c=2 and 



6. (a) Differentiate : — 

«+ V j a-x 

a — V X ^ a^x 

,r V (a—*) x; v^l + 3tan*d 

(ft) In the curve to which the equation is 4r* + 9y* = 36 
find the values of x at those points where the slope 
is 1. 
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7. The motion of a rising balloon is such that its height in 
miles, is given at any instant, by the expression 

s 

h =’0*5 + ^(j 125 ; t being in seconds. 

Find the expression for the velocity and the acceleration 
at any time. Draw curves to show the variation of 
height, velocity and acceleration during the first ten 
minutes of the ascent. 

S. (a) A spherical balloon is increasing in volume. If when 
its radius is r feet, its volume is increasing at the rate 
of 4 cubic feet per second ; at what rate is its surface 
then increasing ? 

(5) Inscribe in a given cone, the height of which is equal 
to the radius of the base, a cylinder whose volume 
is a maximum. 

(a) Integrate 

(i) (ii) .rlog€^ 

(iii) ; (iv) Sin* x 

(b) Find the area, between limits cc=a and .r=:0, of the 

b . 

curve y=rz7r 

10. Find the surface and the volume generated by a Cosine 
curve as it revolves about the axis of x between .'TssO and 
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iPreliminary Examination, Engineering Diplomas, 1926. 

Subject:— APPLIED MECHANICS. 

Paper-setter and Examiner— L. D. Coueslant, B.8c. (Lend.), 
A.M.I.M.E., M.I.E. 


Time — Three hours. Full Marks — 100. 

Axswee five questions only. 

1. If your weig“ht is 120 lbs., and the coefficient of friction 
of your feet on the ground is 0.4, express numerically 
your value as a member of a tug-of-war team. 

'2. Water is flowing at 5 feet per second round a right-angle 
bend in a pipe 24 inches in diameter, completely Ailing 
the pipe. Find the magnitude and direction of the 
impulsive force on the pipe. 

3. Three inches from the end of the stroke of an engine of 

total stroke equal to 12 inches, the acceleration of 
the piston is 10 feet per second. Assuming simple 
harmonic motion, find the speed of the engine in 
revolutions per minute. 

4. Two pulleys of equal diameter 80 feet apart, and at same 

level are connected by a single rope belt. The weight 
of this rope is 0.25 lb. per foot, and its linear speed 
2,500 feet per minute. If the sags on the tight and 
slack sides are respectively 8 inches and 18 inches, 
what Horse Power is being transmitted? 

A wooden beam has cross section 6 inches broad and 12 
inches deep. Two inches below the neutral axis the 
stress intensity is 15 lbs. per square inch. What is 
the bending moment, and what the maximum stress 
in the beam at that section? 

6. Sketch and describe a method by which water flowing 
along a downward inclined pipe may be used either 
as an air pump or as an air compressor, or as both. 
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7. A hollow steel shaft is 10 inches in external diameter with 

a bore d inches in diameter. Assume d equal to 3, 6> 
and 8 inches and for these values tabulate the* 
strength and weight of 20 feet of the shaft. 

8. Assuming Bernoulli’s law', obtain a formula connecting- 

the quantity of water flowing through a Venturi 
meter with the difference of preessure. 

9. In parallel colums compare the laws of solid and fluid 

friction. In the case of each of these laws, say, to- 
what extent they may be regarded as exact or 
approximate. 


Preliminary Examination, Engineering Diplomas, 1926. 

Subject:— HEAT EI^GINES. 

Paper-setter and Examiner— C. A. King, B.8c., A.R.C.Se., 
M.I.M.E., M.I.8.E., M.I.E. 

Time — Three Hours. Full Marks — 100.. 

ANvSwer five questions only. 

1. Find the thickness of the shell plate for a boiler 8 feet 

4 inches in diameter and 150 lbs. per square inch 
working pressure, by gauge. Allow for the efficiency 
of the riveted joints. 

Design a suitable circumferential ring joint and a longi- 
tudinal butt joint for this shell and compare the* 
efficiencies you obtain with the efficiency that you 
assumed when calculating the thickness of the plate. 
Use rivets J inch diameter. 

2. Explain clearly what is meant by the an^le of advance* 

of an eccentric and why it is necessary. 

The connecting rod of an engine is equal in length to 
four^cranks and the cut-off takes place at f ths of the^ 
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stroke both forward and backward. The travel of 
the valve is 3 inches and the lead for the forward 
stroke is Jth inch. Find the outside lap for the 
forward and for the return stroke, also the lead for 
the return stroke. 

Now choose what you think to be suitable values for the- 
inside laps and sketch the two indicator diagrams by 
projection from the valve diagrams you have drawn. 
Compare the two indicator diagrams and point out 
any possible improvements. Choose any pressure- 
yon like. 

3. Describe Stephenson’s link motion and explain the- 

method of finding the equivalent eccentric for any 
position of the block in the link. 

4. You are required to purchase a boiler for some milU 

factory or electric light station. State clearly what 
factors would affect your choice and why. 

(A long wonJg ansicer to this question^ toill receive no* 
marls; if you leave out any important conMeration 
yon will get no miirhs.) 

6. Sketch and describe some form of vertical boiler and 
enumerate the fittings and equipment that should be- 
supplied with the boiler. 

G. What is meant by the “ Willan’s Line ” and to what 
type of steam engine does it apply? The following 
results were obtained from a test of a steam engine^ 
controlled by a throttling governor: — 


T. H.P. 

Pounds of steam per hour. 

208 

3.210 

920 

• 

12.000 


What would be the probable consumption per I.H.P- 
hour at 600 I.H.P.P 






220 


Preliminary Examinationi Engineering Diplomas, 1926. 

Subject:— BUILDINGS AND CIVIL ENGINEBEING 
DEAVTING. 


Paper-setter and Examiner — H. K. Sen, M.I.M.E. 

Time — Four Hours. Full Marks — 1001 

. 1. Where are the following stones found in India, and for 
what purposes are they used : — 

Trap, Sandstone, Slate, Limestone, and KankarP 
or 

What is mortar? What are its uses? What precautions 
are necessary m using it? What are the qualities 
to be sought for in good mortar? 

*2. (a) What are the main points to consider in designing 

foundations of buildings? 

(6) Discuss the various causes of failure in structures. 
or 

What are the main points to consider in designing 
foundations of machinery? Illustrate your answer 
by examples. 


Draw to scale a sectional plan of an hexagonal chimney 
required for a range of four Lancashire boilers at 
height of 30 feet above G. L., giving dimensions. 
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4. A rolled joist 20 feet long is supported symmetrically 
at two points 10 feet apart and carries a uniformly 
distributed load of 12 tons over the whole length. 
Draw the Bending Moment and Shear diagrams. 

■6. A roof truss for a workshop, 20 feet span, angles of roof 
60^ and 30° on the two sides respectively, is shown 
in the figure. Draw the stress diagram and tabulate 
the stresses in the various members. The weight of 
the roof covering, together with work-people, may 
be taken at 18 lb. per square foot, and the distance 
apart of the trusses 8 feet. 
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Praliminary Examination, Engineering Diplomas, 1928. 

Subject SUB VEYING. 

Paper-setter and Examiner---4)huni Lai Sarkar, B.E. 

Time — Three Hours. Full Marks — 100.. 

1. In chain surveying what are the main considerations 

to be borne in mind for triangulatioii ? Explain 
fully by means of sketches. What are offsets? 
Describe the appliances that are used in measuring" 
offsets, noting how each such appliance is used. 

2. What errors is a prismatic compass liable to and how 

would you guard against them? Mention the per- 
manent adjustments required for the Y-Level. 

3. In making a chain survey of a plot of ground,, the fol- 

lowing measurements were made : — A to 5=530» 
feet, B lying due north of A: B to C (going west- 
wards) but not due west =425 feet; C to 4=622^ 
feet; C to D (going southwards) = 380 feet and D to* 
.1 = 555 feet. Plot to a scale of 200 feet=l inch and 
find the length of the diagonal DB; also determine 
the bearings of BC, Cl), and DA by the use of the 
protractor. 

4. Explain the following terms: — Tie line. Bearing^ 

Parallax, Datum line, Bench mark, Eeduced level,. 
Check level and Line of Collimation. 

5. Explain the method of traversing with a theodolite by 

adopting a fixed meridian. What checks are appli- 
cable when a circuit is completed and how is the 
traverse usually plotted? 

6. Explain how you would lay out a curve of radius 2,000* 

feet by chords of 100 feet without the use of any 
angular instruments. 
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Preliminary Examination, Egineering Diplomas, 192a 

Subject:— PHYSICS FOH ENGINEERING DIPLOMAS. 
Paper-setter and Examiner— -B. C. Qupta. 

Time — Three Hours. Full Marks— 100. 

All questions cabhy equal marks. 

Mar1\‘ft are allotted for neatness^ method aiul hreviti/. 


GEO HP A. 

Answer FOUB questions only. 

1. What are the three difVerent states of matter and what 

are their subdivisions? Hefine and p^ive an example* 
of each. 

Give some of the general and specific prox)erties of 
matter. 

2. Define a lever, and give it three classifications. Give 

four practical examples of the use of a lever. A rod 
is attached to a wall by a hinge, and a mass of 3 lbs. 
is suspended at a point 2 inches from the hinge; at 
what distance must a force equal to the weight of 
2 ounces act upwards to produce equilibrium? 

3. Describe with sketches, giving the underlying principle, 

and mentioning the specific uses to whicli they are* 
init, of the following: — 

(a) Mercury Thermometer, (h) Aneroid Barometer. (c> 
Mercury Pump, (d) Compensating Pendulum. 

• 

4. What do you understand by the mechanical equivalent 

of heat? Describe Joule^s experiment with respect 
to the above. 
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A leaden ball falls on the ground from a height of 
3,860 feet. Supposing that all the heat generated 
is communicated to the ball, what would be its rise 
in temperature? (The specific heat of lead is 1/30 
that of water.) 

Give the laws of: — (a.) Transmission of light, (h) Ee- 
flection. (c) Refraction. 

What do you understand by (a) Umbra, (h) Penumbra? 
How do you account for lunar and solar eclipse? 

Sketch and describe Bunsen's photometer. 

<}. Give examples of transmission of sound in (a) Air. 
(h) Water, (c) Solids. What infiuences the intensity 
of sound? On some perfectly clear days the range 
of sound is far less than ordinarily — account for this 
phenomenon. 


GROUP B. 

Answer POUR questions only. 

1. Sketch, describe and give the working principles of the 
Wimshurst Infiuence Machine. 

*2. The total quantity of Induced Electricity is equal and 
opposite to the Inducing Charge of a body, provided 
the charged body is wholly surrounded by the induced 
body. Explain how you would prove this experi- 
mentally. 

'3. What is the difference between a Primary and Secondary 
Battery? What other names does the latter go by 
commercially ? 

Describe at least one of each type of battery and state 
the chemical actions which occur. 

4. Describe the working principle of the Tsyigent Galvano- 
meter, In determining the electrochemical equival- 
ent of copper, a Tangent Galvanometer the working 
constant of which is 0.4, is connected in series with 
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a plating* bath and a battery, and it is found that in 
15 minutes 0.099 gramme of copper is depositiBd and 
the deflection of the galvanometer is 40®. Deter- 
mine the electrochemical equivalent of copper. 

5. Give the laws of magnetic force. 

How much must the distance between two magnetic 
poles of 16 and 6 units strength, 4 cms. apart, be 
changed, so that the force exerted between is re- 
duced 33 per cent. 

6. You are given the following data: — 


3W 



\l =3 0 yds. 

I a = ’03 sq. in.” 


B 


Ip *6 X 10—" 

Find current in amperes through* B. 
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Preliminary Examination, Egineering Diplomas, 1926. 

Subject:— CHEMISTRY FOR ENGINEERS. 

Paper-setter and Examiner— C. A. King, B.8o., A.R.C.Sc., 

M.I.S.E., M.I.E. 

Time — ^Three Hours. Full Marks — 100- 

Answer SIX questions only. 

1. What do you understand by such expressions as 1st 

class, good 2nd class, 2nd class and 3rd class Indian 
coals? Name some seams or localities from which 
you can obtain the above-mentioned coals with their 
current prices per ton at the collieries. 

What kind and quantity of coal would you indent for 
with a view to burning 4 lacs of ordinary bricks in 
clamps ? 

2. Name some of the Indian coal seams from which 1st 

class hard coke is being manufactured at present. 

What considerations would affect your choice when pur-^ 
chasing coke for a smelting furnace? 

3. What are the principal reagents used for drying gases 

and on what does the action depend in each case? 
What substances would you use for drying the fol- 
lowing gases : chlorine, ammonia, and sulphur 
dioxide? 

4. How would you proceed to determine the suitability of 

a given water for boiler purposes? 

6. In what respects are the following metals important to 
the engineer: — Copper, Zinc, Tin, Lead and Alu- 
jpinium? Give one example in each case of an im- 
portant application. 
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<6. What composition and mechanical tests would you 
specify to ensure obtaining suitable material for the 
steel girders of a wide span railway bridge for heavy 
traffic. 

7. Give a short account of the chief defects met with in 
iron castings. What are the causes of these defects, 
and what measures should be taken to avoid themP 

*8. What are the essential characteristics of a blast furnace 
and a reverberatory furnace? Describe the use of 
each of these in industry. 

‘9. What is the principal ore of lead? Describe briefly the 
process by which lead is extracted from this ore. 


Preliminary Examination, Engineering Diplomas, 1926. 

Subject:— ELECTETCAD ENGINEERING. 

Exaitiiner*>-B. C. Chatterjee, B.A., B.L., B.Sc., M.I.E.E. 

Time — Three Hours. Full Marks — 100. 

Answer any SIX questions. 

1. Two equally charged discs repel each other with a force 
of 32 dynes, the distance between them being 2 cm. 
Calculate the amount of charge on each, assuming 
them to be so small in proportion to the distance 
separating them that the laws of radiant action apply. 

*2. Describe with neat sketches an ohmmeter and a watt- 
meter and explain the constructional difference 
between the two. 
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3. What do you understand by the voltage regulation of a 

generator and the percentage of over compounding P* 

A machine gave 220 volts at no-load, and 250 volts at full- 
load at the same speed. Find the percentage of over 
compounding of the machine. 

4. l)raw a Switch Board Diagram for two three-phase alter- 

nators running in parallel and supplying power to a 
three- wire circuit. 

6. Design a shunt motor starter for a 20-B.H.P., 220-volt 
shunt motor which takes a current of 76 amperes for 
running normally at full-load. If the maximum 
starting current has not to exceed 114 amperes, deter- 
mine by a Graphical Method the number of steps 
required for the starting resistance, and the resistance- 
of each step. The armature resistance equals .18 ohm. 

6. Describe the Ilgner system of speed control of motors. 

7. Prove that in an alternating current circuit, P = E T 

cos 4 ^. 

8. Describe the method of adjusting the load of two alter- 

nators in parallel. Does it differ from the method 
of load division of D. C. Generators and if so, whyP* 

9. What is a choking coil? Describe some of its uses. 

10. Deduce an equation for determining the energy stored 
in the dielectric field. 



Third Year Diploiiia Annual Examinationi 1926. 


Subject;— APPLIED MECHANK^S. 


Time — Three Hours. 


Full Marks— 100- 


Answer FIVE questions. 

1. A reinforced concrete beam is 10 inches wide and effective 

depth 18 inches. Calculate the economic area of re- 
inforcement if the safe stress in concrete is GOd 
Ibs./sq. inch and in steel 16,000 lbs. inch. What 
uniformly distributed load per ft. run can the beam 
carry including its own weight over a span of 20 ft. P 

Modular Ratio = 15 

2. The mean radius of the balls of a Hartnell governor 

weighing 3 lbs. each is 8 inches at 300 r.p.m. The- 
sleeve has to move i inch higher at 310 r.p.m., and 
^ inch lower at 290 r.p.m. The arms of the bell 
crank are equal. Find a suitable spring. 

8. A cantilever beam of length L ft. carries an uniformly 
distributed load of W lbs. per ft. run and is propped 
at the free end to the same level as the fixed end. 
Find*the deflection at the centre. How does the stiff- 
ness compare with that of a freely supported beam 
of the same span and the same loading? For equal 
central deflection which will carry a, greater load? 
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•4. The figure shows a roof -truss of 40 ft. The rafters are 



each divided into 4 equal parts. The dead loads and 
wind loads are as shown in lb. Calculate the stress 
in the horizontal member BC. 


h. A solid strut of mild-steel is 1.5 inches in diameter, and 
has both ends fixed. Find the length for which the 
breaking loads by Eankine and by Euler will be' 
equal. Take E = 13,500 tons/sq. inch. 

<). A plate-girder carries an uniformly distributed load of 
1 ton per ft. run over a span of 80 ft. If the depth 
of the girder be 40 inches, find the necessary area of 
the flanges. 

If the web plate be J inch thick, is the girder strong 
enough to resist failure by buckling? 
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Third Year Diploma Annual Examination, 1926ii 


Subject:— HEAT ENGINES. 


Time — Three Hours. 


Eull Marks — lOO. 


AnSWRK FIVE QUKSTIOXS OALY. 


1. An Engine of 300 H.P. has a mean speed of 160 revolu- 
tions per minute. The fluctuation of energy is 1/10 
of work done by the engine per revolution. Taking 
the radius of gyration of the flywheel to be 3 ft., 
find its weight in order that the fluctuation of speed 
may not exceed 2 per cent, of the mean speed. 

" 2 , The air leakage into a surface condenser and its connec- 
tions amounts to 4 lbs. per 10,000 lbs. of steam used. 
The steam consumption is 28,800 lbs. per hour. The 
vacuum in the air pump suction is 28.1 inches 
(barometer 30 inches), and the temperature is 35°0. 
Compute the capacity of the air pump which removes 
both the air and the condensed steam, in cu. ft. per 
minute, taking the volumetric efficiency as 80 per 
cent. 

Pressure of steam at 35®0. =0.814 Ibs./sq. inch. 

How does the radial valve gear differ from Stephenson’s 
link motion P How is the power varied by its means 
or the direction of rotation changed? What is the 
effect sn lead? 

4. What are the chief points essential for the efficient 
working of a Lancashire boiler? 
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A boiler evaporates 8 lbs. of water per lb. of coal burnt 
into dry saturated steam at a pressure of 160 Ibs./sq. 
inch. Temperature of feed supply is 60°r. Find 
the equivalent evaporation in standard evaporation 
rinits. If the calorific value of coal used is 14,000* 
B. Th. XT. per lb., what is the thermal efficiency of 
the boiler? 

5. Calculate the diameter of cylinder, and quantity of oil 

per hour required for an oil engine using crude oil of 
calorific value 18,000 B. Th. XT. per lb. from the- 
following data: 

B. H. P. 50, r.p.m. 180, stroke=li diameters. 

Thermal efficiency 0.27, Volumetric efficiency = 0.7. 
Working on fourstroke cycle. 

6. The initial pressure of the air in a compressed air motor 

is 75 Ibs./sq. inch, and the final pressure is 15 Ibs./sq. 
inch. To what temperature must the air be pre-^ 
heated in order that the temperature after expansion^ 
may be 2T. (35.6®F.)? 


Take n = 1.3. 
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Third Year Diploma Annual Examination, 1926^ 

Subject:— DIRECT CURRENT, 
rime — ^Three Hours. Full Marks — 100* 

Answer SIX questions only. 

1. What is a magnetic circuit? State the law which a 
magnetic circuit obeys, and compare this law witb 
that obeyed by an electric circuit. 



ptNSlTV IN the 
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The accmnpanying diagram l^hews the dimensions of a 
magnetic circuit in which the useful flux passing 
through the air-gap is shunted through the cast-iron 








234 


rod as shewn. What percentages of the total flux 
in the Yoke are shunted when the flux density B in 
the air-gap is 1,000 and 7,000 lines per sq. c.m. 
respectively? When B in the gap is 7,000, what is 
the value of B in other parts of the circuit ; and what 
the total ampere turns required? 

*2. Define magnetic hysteresis and the hysteresis constant 
of a sample of iron. Show that there is a loss of 
power when a sample of iron having hysteresis is 
carried through cycles of magnetisation. 

A transformer core contains OG cubic inches of iron 

(’7=0015.) An c. m. f. of 133 cycles per second is 
impressed on the transformer, the maximum flux 
density B is 3,500 gausses. Calculate the power loss 
due to hysteresis in the core. 

■ 3 . Why are the brushes of modern D. C. machines mostly 
of carbon and why are they generally moved from 
the neutral position? 

What factors determine the correct position of the 
brushes ? 

If the direction of rotation of an interpole generator is 
reversed so that the polarity of the main poles remain 
unchanged, will it be necessary to reverse the inter- 
pole connections? Give reasons for your answer. 

Shew by a diagram the mutual relationship between the 
polarity of the main poles, that of the interpoles and 
the direction of rotation of a D.C. shunt motor. 

4. Establish the formula E = p <i5>T x r. p. s. x 10~® 

A 4-pole D. C. generator driven at a certain speed has an 
average induced voltage per conductor of 2 volts. 
The current per conductor is limited by heating to 
10 amperes. The generator delivers to the line 40 
amps, at 120 volts. What is the type of winding, 
and what is the number of conductors on the 
^^armature? 
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What would be the change in the machine if the arma- 
ture winding only were changed without changing* 
any other factor? Will there be any change in its 
power output? 

5. A 3(>-h.p., 120-volt, 900-r.p.m. shunt motor has an effi- 

ciency of 88 per cent. The voltage drop in the 
armature is 4 per cent., and the exciting current is- 
1.4 per cent, of the full-load current. 

(a) Find the full-load current in the line, the arma- 

ture current, the resistance of the armature. 

(b) Find the torque developed at the driving pulley 

at full load in pounds foot. 

(c) Specify the starting resistance to keep the 

current down to 1.25 times the full-load cur- 
rent, and what will be the starting torque 
under these conditions? 

6. State Kelvin’s liaw Uvsed in the choice of the section of 

a line to transmit a given current over a given 
distance. 

A station owner has to deliver 16.5 k.w. for 1,200 houra 
each year at 220 volts over a special line at a distance 
of one mile from the station. Determine the total 
outlay in the line from the following data: 

Cost of power at the switchboard 2.5 annas per k.w. 
hour. 

Total cost of line 2.25 times the cost of copper alone. 
Annual rate of interest, depreciation and maintenance 
of the line all together at 15 per cent. 

Cost of Ou=-/14/- a lb. 

7. Define the following terms in connection with a lead 

storage T)attery ; — 

Capacity, voltage efficiency, ampere-hour and watt-hour 
efficiencies* 
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On what factors do the efficiency, internal resistance and 
capacity of a secondary cell depend P 

A secondary cell having a rated capacity of 100 amp.- 
hours at 8-hour rate, has a no-load terminal voltage 
of 2.15 volts and an internal resistance of 0.012 ohm. 
The same cell when re-charged after the nomal dis- 
charge takes a current of 14.5 amps, for 8 hours. 
Find 

(a) The volt efficiency. 

(h) The amp. -hour capacity. 

(c) The watt-hour capacity. 

(d) The discharging current at normal rate. 

(e) ,, ,, at 4-hour rate. 

In what respects do an ammeter and a voltmeter differ 
and resemble each other? Describe with a clear 
diagram how the same instrument can be usfed ae a 
multi-range (3-range) ammeter and also a 3-range 
voltmeter. 

A certain millivoltmeter, reading up to 100 millivolts, is 
to be used to read up to 10 amperes and also up to 150 
volts. How will you do so and what resistances will 
you use in each case? 

Define intensity of illumination, illuminating power and 
efficiency of a glow lamp ; and shew how you will use 
a photometer to compare the candle powers of two 
lamps. Compare the cost of light (a) per lamp-hour, 
(h) per C. P.-hour, for the following 220-volt lamps 
including the cost of renewals : 


Type of lamp 

C. P. 

Watts consiuned 

Price 
Bs. A. r. 

Carbon 

16 

60 

0 8 0 

Tantalum 

29 

55 

18 0 

Tungsten 

48 

65 

1 12 0 

Iferust 

130 

0.9 amps. 

14 0 


Pr^e of energy is 3 annas per B.O.T. 
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10. Describe the principle of Series-parallel control in tram- 

way traction, and discuss its advantag^es with regard 
to energy-consumption. 

11. Power is required at a pressure differing from that of 

the vsupply. 

Enumerate the various methods of doing this and discuss 
the relative merits of the two best methods. 

A current of 200 amps, at 150 volts is required from 110 
volts supply. Calculate the sizes of the machines 
required for doing this by the best method you think, 
assuming the efficiency of your machines, say 85 
per cent. 


Third Year Diploma Annual Examination, 192E. 

Subject ALTERNATE CURRENT. 

Time — Three Hours. Full Marks — 100. 

AnSWKR FIVE QUESTIONS ONLY. 

1. Explain what is meant by Eddy Current in electrical 

machines and how they are produced. Is the Eddy 
Current of any benefit to the machine? 

The Eddy Current loss in a transformer is 200 watts 
when operated on 50-cycle mains. Calculate the Eddy 
Current loss when operated on a 25-cycle circuit, 
the voltages being the same in both cases. 

2. Describe the action of the equalising busbar in the 

parallel, running of compound generators. 

Explain clearly if you can run a flat compounded genera- 
tor in parallel with an over-compounded one? 
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3. Compare carefully the operation characteristics of tho 

different kinds of D.-C. motors and describe the kind 
of work for which each type is suitable. 

4. The phase E. M. P. of ai 3-phase alternator is 220. The* 

alternator is running in star connection. The induc- 
tion motor which is being worked from the same^ 
generator is started through an auto-transformer 
having a transformation ratio of 2:1. Find the 
voltage across each phase of the motor if it is. 
A connected. 

5. A choking coil is required to enable a number of incan- 

descent glow lamps to be run at 125 volts from a 
225-volt A.-C. circuit. If the effective resistance is, 
5 ohms, find its reactance and efficiency of the stop- 
ping-down. 

6. Calcidate the capacity current of a concentric cable 10’ 

miles long, 0.25 ni. f. d. per mile, when supplied at 
6,600 volts 5,000. , ^ 

If a non-inductive load of 100-K.W. comes on the cable,, 
what is the new value of the current therein? 

7. What is meant by all-day efficiency of a transformer? 

Find the all-day efficiency of a 20-K.Y.A. 2,200: 
200- volt transformer, the no load input is 250 watts. 
The resistances of the primary and secondary are T 
and 0.02 ohm respectively. 

8. Explain clearly why a synchronous motor stops when 

‘out of step.' What are the advantages of a 
synchronous motor and where is it used? 

9. Explain with diagram how a 30-H.P. squirrel-cage motor 

is started on the star-delta method. What is the* 
starting current and starting torque? 



Diploma of Licentiate in Mechanical Engineerings 1926. 

Subject:— MACHINE DESIGN. 

Examinere—Capt. H. Whittaker, B.8c., A.R.C.80., A.M.I.C.E^, 
A.M.I.M.E., A.M.I.E.E.; Prineipal C. A. King, B.8c., 

A.R.C.8G., M.I.M.E. ; Prof. L. D. Coueslant, B.8e., A.M.I.M.E., 
M.I.E. 


Time — 6 days — 6 hours per day. Full Marks — 400. 

e 

1. All calculations are to be made for the following specifi- 

cation. 

Compound Steam Engine: — 

60 I.H.P. 500 r.p.m. ; non-reversing; Vertical; 
Totally Enclosed; Steam Pressures 120 (gauge) to 
26 inches of Mercury Vacuum; Forced Lubrication 
circulating 10 pounds of oil per H.P. Hour; Cranks 
at right angles ; Both Valves of Piston Type; Cyclical 
Speed Fluctuation 1/100; Overall Speed Fluctuation 
1/40. 

2. Draw a Centre Line Diagram of above engine showing 

Cylinder and valve casing walls, and crank shaft in 
their correct relative positions. 

■3. Prepare working drawings of either 

(а) The forced lubrication system including the 

pump and filter ; ^r 

(б) The governor including the throttle valve. 


16 
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Diploma of Licentiate in Mechanical Engineering, 1926r 

Subject PRIME MOVERS. 

Examiners— Capt. H. Whittaker, B.Sc., A.R.G.Sc., A.M.I.C.E^,. 

A.M.I.M.E., A.M.I.E.E. ; Principal C. A. King, B.Sc.,. 

A.R.G.Sc., M.I.M.E. 

Time — Three Houis. Full Marks — 100. 

Answkk bTVF qi'kstioxs only. 

1. In a Meyer valve gear the travel of each of the valves is 

G inches. The outside lap of the main valve is 
inches and the lead J inch. The expansion valve^ 
eccentric leads the engine crank by 180 degrees. 
Show ho«’ to find the lelative motion of the two 
valves, and find the lap (1) of the expansion valve 
when cut oft* occurs at one third of the stroke. Neg- 
lect the obliquity of the connecting rod. 

2. It is reciuiied to develop 2,000 horse power in a power 

station which is situated 100 miles from the source^ 
of energy. 

(A). The source of energy is water having an avail- 
able fall of 740 feet. Compare the volumes^ 
of water used in the two following systems : — 
(i) The water is used at the source in a 
turbine and electricit 5 ’ generated at 2,000 volts 
by plant which has an overall efficiency of 75 
per cent. The voltage after transmission to the 
power station is 1,800 volts. 

(//) The water is conveyed from the source 
through a pipe line 5 feet diameter to a turbine 
plant placed in the power station and electricity 
is there generated at 1,800 volts. The drop of 
pressure hea^l in the pipe due to friction may 
be taken as 0.4 v^ feet per milh, v being the 
velocity of the water in the pipe in feet per 
second. The plant in the power station has an 
efficiency of 75 per cent. 
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(B). The source of energ'y is coal having’ a calorific 
value of 7,800 pound calories per pound. Com- 
pare the weights of coal used in the two follow- 
ing systems : — 

(/) The coal is used at the source in a steam 
plant to generate electricity at 2,000 volts and 
the overall plant efficiency is 15.1 per cent. 
There is a 10 per cent, loss in voltage in trans- 
mission. 

(ii) The coal is carried by rail from the- 
source to the power station in trucks which 
weigh one ton each and contain 10 tons of coal. 
A plant is installed in the power station and 
electricity is generated there at 1,800 volts, 
the plant efficiency being 15.5 per cent. The 
frictional resistances on tlie railway may be 
taken as 25 pounds per ton and the efficiency 
of the locomotive hauling the coal train as 4 
])er cent. 

8. A l)e Tiaval turbine is set to work between pressure 
ranges of 60 lb. and 15 lb. per square inch absolute. 
The steam supply is initially dry and saturated. The- 
nozzles are inclined at 20 degrees to the plane of 
the rotor. 

Draw the velority diagram and find : — 

(f) the efficiency of the pair, 

(ii) the efficiency when the blade speed is one 
half of the speed which would give the maxi- 
mum efficiency. 

4. What is the object of mixing steam with the air drawn 
through a suction gas plant and what effect has an 
excess of steam on the quantity of gas produced? 

A suction gas plant produces gas having the following 
percentage volumetric composition: — 

CO 27 IT, lo-2, OH, i r, CO, N, 52 0. 

Calculate the volume of air theoretically required to Inirni 
a cubic foot of this gas. 
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If the gas were delivered to the cylinder of a gas engine 
in which the mixture contained 60 per cent, excess 
air, what would be the calorific value of a cubic foot 
of cylinder mixture given that the calorific values 

of C0«, H« and CH 4 are respectively 190, 162 and 
535 pound calories? 

5. A CO* refrigeraior works between pressure limits of 
850 lb. per square inch upper and 425 lb. per square 
inch lower (absolute pressure). (Corresponding 
temperatures of vaporisation, 21.5 deg. 0. and -7 

deg. C. The mean specific heat of the COs liquid 
between the temperatures is 0.63, and the latent 
heats are 34.55 C.H.U. and 59.77 C.H.XT. at the 
upper and lower limits respectively. Find the 

theoretical coefficient of performance when the CO, 
stuff is just dry at the end of compression. . Assume 
tile boundary lines of the temperature-entropy 
diagram to be straight. 

Describe briefly how you would conduct a test on a simple 
steam engine of about 20 horse power stating clearly 
the measurements and readings you would tahe and 
the calculations you would make. What would you 
expect to learn from the result? 

*7. A hydraulic lift has a ram 6 inches in diameter and draws 
water from a main in which the pressure is maintained 
constant at 400 lb. per square inch. The pipe leading 
from the main to the lift is IJ inches diameter and 
experiment shows that the drop of pressure in the 
pipe due to friction of the water is given in lb. per 
square inch by the expression 0.5 v^-^ where v is the 
velocity of the water in the pipe in feet per second. 

Plot, on a gross load base, curves showing for gross 
loads from one ton to 5 tons : — 

(t) the speed of lifting 

(it) the effective horse power of the lift 
( 11 ^) the efficiency. 
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8. What are the advantages derived by the use of ‘‘ over- 

head instead of “ pocket valves in motor car 
engines. Show by a neat sketch an overhead valve 
in a cylinder head and indicate clearly the manner 
in which the valve is operated. 

9. Sketch one only of the following : — 

(i) The nozzle and deflector for a large Pelton 
wheel. 

(u) A Rimner suitable for a low head turbine. 

(Hi) Any type of governor for use with a Pelton 
wheel. 


Diploma of Licentiate in Mechanical Engineering, 1926. 

Subject :—APPId:ED MECHANICS. 

Examiners— Capt. H. Whittaker, B.Sc., A.R.C.Sc., A.M.I.C.E,.r 
A.M.I.M.E., A.M.I.E.E.; Principal C. A. King, B.8c., 

A.R.C.Sc., M.I.M.E. 


Time — Three Hours. Full Marks — 100- 

Answer FIVE qursttons only. 

1. Skeich and describe the arrangements for feed and screw 

cutting in an ordinary lathe. Show clearly the 
method of gripping and releasing the leading screw. 

2. Show that the maximum shear stress on the section of a 

rectangular beam is one and a half times the mean 
shear stress. A beam has a depth of 6 inches, a 
width of 3 inches, and a span of 6 feet. At the 
centre of the span it carries a load of 1,000 lb. Find 
the Aear stress and the normal^ stress at a point 2 
inches from the neuti^ axis on a section perpendicu* 
lar to the axis of the beam at a distance 2 feet 6 inches 
from one support. 
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3. A rectangular concrete beam 15 inches deep and 9 inches 
wide is reinforced by two steel bars, each inches 
square, the centres of the steel bars being 2 inches 
inside the tension face of the concrete beam. The 
span of the beam is 16 feet and it carries a uniformly 
distributed load. If Ec= 8,000,000 lb. per square 
inch and if Es = 30,000,000 lb. per square inch, find 
the total load the beam can support if the maximum 
compressive stress in the concrete is not to exceed 
3,000 lb. per square inch and the maximum tensile 
stress in the steel 12,000 lb. per square inch. You 
may assume a linear relation between stress and 
strain for tbe concrete. 


4. A coupling has to transmit 10,000 horse power at 120 
revs, per minute. The shaft is hollow and the internal 
diameter is 0.6 times the external. There ^re eight 
bolts. Assuming your own proportions where neces- 
sary find the diameter of the shaft and of the bolts. 


5. A beam of fir, 16 inches square in cioss section, is carried 
by two supports witb a span of 18 feet. A lifting 
tackle is attached to its centre, and the greatest load 
which comes upon the centre is 15 tons. Take 
E = 700 tons per square incb. 

Eind: — (a) the maximum intensity of tensile stress 
produced, 

(5) the deflection at the centre of the beam. 

(c) the work done in inch pounds in deflecting it. 


Q. Energy at the rate of 40 horse power is to be transmitted 
from an accumulator through a pipe,^4 inches dia- 
meter and 5,000 feet* long. « If the loss is to be 2 per 
cent., find the diameter of the ram which is loaded 
wtlk 120 tons. 
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7. A loaded tnick weighing 10 tons rests on two a:s:les. 
The axles are supported by the wheels, 5 feet apart, 
and the centres of the axle boxes are 4 feet 4 inches 
apart. Darw the curves of bending moment for one 
axle, and find the necessary diameter of the axle so 
(hat the stress may not exceed 3 tons per square inch. 

‘8, Calculate the size of a shaft which will transmit BO horse 
power at 110 revolutions per minute. The shearing 
stress is to be limited to 3 tons per square inch and 
the twist of the shaft is not to exceed one degree in 
feet of length of shaft. The modulus of rigidity 
of the material is 5,000 tons per square inch. As- 
sume the twisting moment to be uniform. 

S. One end of a beam is securely built in, while the other 
end rests on a cast iron column at the same level. 
The span is 5 feet and the load on the beam per foot 
run (inclufling its own weight) is 1,000 lb. 

Determine the force on the column, the maximum bending 
moment and the maximum shearing force on the beam, 
and find the positions of the points of zero bending 
moment. 
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Diploma of Licentiate in Electrical Engineering, 1M6r 

Subject:— ELECTBICAL DESIGN. 

Examiners—Capt. H. Whittaker, B.8c., A.R.O.80., A.M.I.O.E^,. 

A. M.I.M.E., A.M.I.E.E.; Prof. B. O. Chatterjee, B.A., B.L.^ 

B. 80., M.I.E.E. ; Prof. R. 8. Jaia, B.80., A.M.I.E.E. 

Time — 6 days — 6 hours per day. Fidl Marks — 400. 

Answer ANY ONE of the foj.lowtng questions. 

1. Make a preliminary design and estimate of a power plant 

to supply the University Town having the following- 
loads (a) Street lighting 4 miles of main road, (5) 
Pumping load, (c) Lights and Fans for the Hostels 
and Hospital, (d) Fans and Lighting for Staff 
quarters, (e) Light and Power supply to the Colleges^ 
Assume necessary data. 

2. Design a 32 volt 109 ampere 600 r.p.m. country house' 

lighting generator, giving the assembly drawings, 
detail drawings of armature winding, circuit con- 
nections, armatiire core and commutator construc- 
tion. 

What changes in the design and dimensions of the above^ 
machine will fake place if you choose to design the^ 
above machine as an interpole machine as compared 
to the machine without interpoles. Suppose you 
had another house about a couple of furlongs away 
from the house where you have installed the genera- 
tor and you want to supply about 1 K. W. to the 
other house from the same generator. If you carry 
current at 32 volts there is a considerable line drop- 
loss and cost. What measures will you take! to* 
reduce them all ? 

8. Design a 10 H.P. 440 volt 3 phase 60 cycle 1,000 r.p.m.u 
squirrel cage induction motor. Give general assem- 
bly drawings along with its rotor construction ia 
detail and complete stator winding. 
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Diploma of Licentiate in Electrical Engineering, 1P26. 

Subject:— ELEOTRIOAL ENGINEERING (PAPER 1). 

Direct Current Engineering. 

Examiner-^Q. R* Bosoolo, Esq. 


N.B . — Only eight questions to he attempted of xohich the first 
four carry most marhs. 

Resistance of copper to be taken 0.66 michrom per inch cube. 
Weight of copper 0.32 per cube inch. 

Time — ^Three Hours. Full Marks — 100. 

1. A special D. C. Shunt Motor drives an alternator to 

obtain various frequencies over a wide range of speed. 
The motor can either be supplied by 220 volts or 
440 volts by means of a throw over switch. The 
control panel has the usual instruments, starter and 
suitable rheostat. Describe how you would change 
over from 220 to 440 volts without shutting down 
the motor. 

2. Give a diagrammatic sketch for the successful operation 

of 2 level compound generators in parallel. Youi 
sketch should show the necessary instruments and 
switches. 


3. Describe how the field and armature reaction in a motoi 
causes .rotation. Illustrate your answer by a sketch, 


4. When is the Hopkinsons Test utilized? Describe the 
system and give a diagram of connection. 
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■5. A town is supplied with electrical energy from a Central 
Power Station. The supplv required at various 
points is (a) 900 KW, (h) 1,500 KW, (c) 500 KW, (d) 
1,000 KW. If the cunrent density of the feeders is 
not to be more than 1,000 Ampere per square inch 
and the distance from the powei* station to (a) 1,000 
yards, (h) 500 yards, (r) 2,000 yards and (d) 1,500 
yards, what must be the size of feeders so that the 
pressure drop does not exceed 2 per cent? 

A d-wire system has the following connections: 

(a) Between position and neutral dOO Lamps IG C.P. 
100 Volts (3.5 watts per (hP.) 2 Motors 5 HP 
100 Volts. 

(h) Between negative and neutral 100 Lamps 25 C.P. 
100 Volts (3.5 waits per C.P.) 4 Arc Lamps 
10 amps. each. 12 heaters 5 amj^s each. 

What must be the size of rotary balances leqiiired? 

7. Describe briefly how the C. P. of a lamp is measured. 

Two arc lamps give out 900 (\P. at an angle of G0°. 
Assuming the minimum illumination to be 05 candle 
foot, find distance between ])oles. 

8. A shunt motor is supplied with 100 amps, at 100 volts 

and it is found that the stray power is J HP. Given 
armature resistance 4/65 ohms and shunt resistance 
40 ohms, determine the Brake Horse Power, the 
electrical and commercial efficiencies. 

9. It is required to raise water out of a mine 800 feet deep 

at the rate of 8,000 gallons per hour. If the com- 
bined eflSciency of pump and D. C. •Motor is 58 per 
cent, and 10 per cent, is lost in pipe friction, what 
current would be required with 500 Volts at motor 
t^Huninals ? 
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10. If the generating cost is an anna per unit and the cost 
of copper is Rs. 1,000 per ton, what would be the 
cheapest section for a bare copper continuous current 
feeder 1 mile in length transmitting a load of 100 
KW. at a pressure of 400 Volts taking the interest 
and depreciation at 10 per cent, per annum? 


Diploma of Licentiate in Electrical Engineering, 1926. 

s^ubject:— ELECTRICAL ENGIIS^EERING ^PAPER II). 

Alternate Current. 

Examiner— Prof. B. C. Chatterjee, B.A., B.L., B.Sc., M.I.E.E,. 

^’iine — Thiee Hours. Full Marks — 100. 


Answer FIA^E questions of wiiini question 1 must re one. 

1 . A bad earth is indicated in the negative side of the 

electrical network of your University Power Station. 
Describe carefully how, beginning from the Power 
House (with the live line) you would proceed to de- 
tect the fault whicli ultimately was found out to be 
in a student’s room in Hostel Ho. II. 

2. What do you mean by current resonance in an A. C. 

circuit? What relation of the constants of the cir- 
cuit produce such a resonance? If such a resonance' 
is at all desirable for an A. C. circuit, give reasons. 
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The load end of an A. C. transmission line is at 220* 
volts and has got a resistance of 11 ohms, and an 
inductive and capacity reactance of 2.2 ohms each,, 
all in parallel. Find out the current in the line.. 
Neglect the line inductance and capacitance. 

3. It is required to limit the starting current of a 440 volt,. 

3 phase induction motor to half its value if directly 
switched on to the main. Find the voltage trans- 
formation ratio of the auto-transformer used for the* 
purpose. What will be the value of the startings 
torque in the latter case? The induction motor is 
star-connected. 

4. Describe the principles and procedure in detail of the* 

various methods of starting 3 phase synchronous 
motors adopted in your Laboratory. 

5. Find the apparent input in K.V.A. of a 50 h.p. 3 phase 

synchronoxis motor supplied at 225 line volts, if its 
efficiency is 90 per cent., and its p.f. 90 per cent, 
leading, at the load. Also find the full-load line 
current and phase current, assuming the machine to 
be mesh-connected. 

6. Describe the construction and principle of operation of 

the synchroscope you have used in your Laboratory. 
Why does a pair of lamps always accompany the 
synchroscope P 

T. What is a static balancer? Explain clearly its principle 
of balancing action in conjunction with a three-wire 
D. C. generator. 

The two outeiSi of a three- wire D. C. transmission line 
has got a resistance 0.25 ohms each. The neutral is 
of J the section of the outers. The ''currents in the 
positive and negative outers are 60 and 40 amps, 
respectively. What is the drop on each side of the 
cUShnit ? 
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28. Justify — “ The maximum demand system of tariff hai 
got a reasonable economic basis. 

Prepare a bill for a quarter for the following consump- 
tions of electrical energy at the following rates: — 


■Consumption — 


Load. 

Units per day. 

M. 1). 

Lightiim 

5 

— 

Fan ... 

8 


Lift motors 

80 

M. D. 20 Kw. 


Eate: — ^Tjighting and Fan — 3 as. /unit. 

Motor — Es. 8 per Kw. M.D. per month + 1 anna /unit. 

'9. Determine the size of the synchronous motoi* required 
to raise the p.f. from 0.6 to 0.8 of 1,000 K. V. A. 
set and thus to add 200 Kw. of additional motor 
plant without increasing the load in the line feeding 
the installation. 
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14. Mr, Sati Prasanna Mukherjee. 


1924. 

1. Mr. Amalendu Bhushan Sanyal. 

2. Mr. Asanand Kapur. 

3. Mr. Girindra Nath Bose. 

4. Mr. Jagat Singh. 

6. Mr. Jai Singh. 

6. Mr. Kali Sahaya Mukherjee, B.Sc. (Cal.). 

7. Mr. Kashi Nath Bhattachaiya. 

8. Mr. Khunni Lai Jain. 

9. Mr. J^arendra Nath Rudra, B.Sc. (Cal.). 

10. Mr. Sanjib Bhattacharya, B.Sc. (Cal.), 

11. Mr. Shiva Nandan Prasad Sinha, B.Sc. (All.). 

12. Mr. Sushil Boy. 

* Degree to be awarded on the completion of Practical training. 
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1925. 


^1. Mr. Ananta Kiunax Bose. 

* 2 . Mr. Anukul Chandra Sen. 

*3. Mr. Ashita Ban j an Ghosh. 

*4. Mr. Ashutosh Paul, B.Sc. (Cal.). 

5. Mr. Benoy Kumar Mitter. 

*6. Mr. Bimal Kanti Banerjee. 

7. Mr. Devi Das Dhanda. 

*8. Mr. Dinkar Sridhar Sarangpani. 

9. Mr. Dwijendra IN’ath Chatterjee, B.Sc. (Cal.), 

10. Mr. G. Vishwanatham. 

11. Mr. Hari Pada Bhaduri. 

12. Mr. Jai Krisheii Das Parek. 

*13. Mr. Jetha Nand Dewan. 

14. Mr. Keshav Yishava Natham Kardile, B.Sc. (Bombay). 
16. Mr. Kundan Lai Talwar. 

16. Mr. Nirmal Chandra Mukherjee. 

*17. Mr. Badha Govinda Das. 

18. Mr. Badha Krishan Kshetrapal. 

*19. Mr. Saroj Pani Choudhury. 

*20. Mr. Sairindra Nath Basu. 

*21. Mr. Saurendra Nath Mazumdar. 

22. Mr. Shyam Lai Saxena. 

23. Mr. Sudhangshu Banjan Boy Choudhury. 


1926. 

*1. Mr. Abinask Chandra Poddar. 

*2. Mr. Anadi Charan Mukherjee. 

*3. Mr. Anil Chandra Kar. 

*4. Mr. Bhola Nath Basak. 

*5. Mr. Bhujanga Bhushan Mandal, B.Sci^ (Gal.). 
*6. Mr. Bibhuti Bhushan Sen Gupta. 

*7. Mr. B. V. Baju. 

* Deg^e to he awarded on the completion of Practical training 
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*8. Hr. Debendra Nath Ghosh^ B.So. (Cal.):. 

*9. Mr. Durga Das Sud. 

*10. Mr. D. Subramaniam. 

*11. Mr. Gattoo Lai Jarwal. 

*12. Mr. Girindra Nath Maity. 

*13. Mr. Gopal Yades Mangrulkar. 

*14. Mr, Janki Das Agarwal. 

*15. Mr. Jatindra Chandra Datta Gupta. 

*16, Mr. Joy Govinda Mazumdar. 

*17. Mr. Kanshi Bam Minocha. 

*18. Mr. Karam Chand Bhatia. 

*19. Mr. Monohar Lall Thakkar. 

*20. Mr. Mohammad Basir. 

*21. Mr. Mohan Chand Pande. 

*22. Mr. M. B. Vishwanatham. 

•23. Mr. Niranjan Lai. 

*24. Mr. Paresh Chandra Datta. 

*25. Mr. Prafulla Kumar Datta. 

*26. Mr. Promode Kumar Chatterjee. 

*27. Mr. Promode Behari Purkayostha. 

*28. Mr. Bama Varma. 

*29. Mr. Bamesh Chandra Boy Choudhury. 

*30. Mr. Sailoja Kinkar Samanta. 

*31. Mr. Sanker Lai Jain. 

*32. Mr. Satish Chandra Dey. 

*33. Mr. Satyendra Nath Datta. 

*34. Mr. Sisir Chandra Chowdhury. 

*35. Mr. Santosh Kumar Bose. 

*36. Mr. Sricharan Das Mathur. 

*37. Mr. Sudhangshu Banjan Saha, B.Sc. (Cal ), 
*38. Mr. Surja Kumar Boy. 

*39. Mr. Sushil Kumar Bhattaoharya. 

*40. Mr. Tarini Kumar Palit. 

*41. Mr. Trilochan Singh Sodhi. 

*42. Mr. Triloki Nath Bhatnagar. 

*43. Mr. Dma Shankar Mehrotra, 

*44. Mr. Vijoya Karan Sarda. 

*45. Mr. Vishwa Mittra Vargava, 

•Decree to be awarded on the oompIetioT^ of Practloal trainlni^. 



List of Lioentiates in Engineering. 

1923.» 


1. Mr. A. C. Baral. 

2. Mr. J. N. Ganguly. 

3. Mr, N. M. Goswami. 

4. Mr. U. N. Gupta. 


1924.* 


1. Mr. Abujafar. 

2. Mr. A. N. Abuja. 

3. Mr. Arun Banerjee. . 

4. Mr. Beni Lai. 

5. Mr. B. G. Srivastav. 

6. Mr. B. N. Mitra. 

7. Mr. C. L. Bhatia. 

8. Mr. H. Cliatterjee. 

9. Mr. H. C. Sardana, 

10. Mr. J. N. Bhargava. 

11. Mr. Kasbi Ham. 

12. Mr. K. C. Gupta. 

13. Mr. K. C. Visliwakarma. 

14. Mr. Maivabanam. 

16. Mr. Monobar Lai Kbanna. 

16. Mr. N. K. Bbattacbarjee. 

17. Mr. N. K. Mitra. 

18. Mr. H. C. Vaisb. 

19. Mr. Pratap Singb. 

20. Mr. Ham Eao, N.V.A. 

21. Mr. R. N. Gbode. 

22. Mr. R. N. Singb. 

23. Mr. R. N. Tewari. 

24. Mr. Sardari Lai. 

25. Mr. Sarwaswati Prasad.. 

26. Mr. S. C. Kumar. 

27. Mr. V. K. U. Menon. 


* Oollej^e Diploma, 
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1925.* 

1. Mr. A. K. Datta. 

2. Mr. A. K. Dev Biswas. 

3. Mr. Bishwanath Prasad. 

4. Mr. B. K. Mukherjee. 

6. Mr. B. L. Gonri. 

6. Mr. C. L. Chopra. 

7. Mr. C. N. Ticku. 

8. Mr. D. Haider. 

9. Mr. D. N. Bose. 

10. Mr. H. N. Mukherjee. 

11. Mr, H. N. Upadhaya. 

12. Mr. J. D. Chowla. 

13. Mr. J. N. Singh. 

14. Mr. J. P. Upadhava. 

15. Mr. K. D. Gupta. “ 

16. Mr. K. G. Pandit. 

17. Mr. K. K, Moghe. 

18. Mr. K. S. Pai. 

19. Mr. M. L. Mathur. 

20. Mr. P. P. Guha. 

21. Mr. P. Satya Narain. 

22. Mr. liaja Ram Tandon. 

23. Mr. Ram Chandra. 

24. Mr. R. P. Chopra. 

25. Mr. S. C. Bagchi. 

26. Mr. S. C. Ghosh. 

27. Mr. W. Mukherjee. 


1926. 

1. Mr. A jit Praaad Jain. 

2. Mr. Amar Singh. 

3. Mr. Benode Chandra Mazumdar. 

4. Mr. Bhab^sh Chandra Roy. 

5. Mr. Bhabeshwar Mukherjee# 

6. Mr. Chandra Bhan Gupta. 

7» Mr. Chandraman Prasad Srivastav 

CoUe^re Diploma. 



8. Mr, Chiranji Lai Jain. 

9. Mr. Dinesh Chandra Purkayastba. 

10. Mr. Ounayiram Shaxma. 

11. Mr. Gurdev Singh. 

12. Mr. Hazura Singh. 

13. Mr. Indu Bhushan Bhattacharjee, 

14. Mr. Indu Bhushan Chatterjee, 

15. Mr. Jagat Prakash Jain. 

16. Mr. Jamna Das Gulatee. 

17. Mr. Jnanada Prasad Maitra. 

18. Mr. Jyotirmoya Ghoshal. 

19. Mr. Mahendra Kumar Bagchi. 

20. Mr. Manindra Nath Chatterjee. 

21. Mr. Muktesh Chandra Ghosh. 

22. Mr. Nagendra Nath Gupta. 

23. Mr. Narayan Rao Gorpade. 

24. Mr. Naresh Chandra Ghatak, 

26. Mr. Phul Chand Jain. 

26. Mr. P. N. Sundarain. 

27. Mr. Pulin Behari Pain. 

28. Mr. Puma Chandra Choudhury. 

29. Mr. Rabindra Nath Bhattacharya. 

30. Mr. Ramesh Chandra Chaturvedi. 

31. Mr. Ram Lai Kakkar. 

32. Mr. Ram Narain. 

33. Mr. Sailesh Chandra Gupta. 

34 . Mr. Saran Behari Lai. 

35. Mr. Sheo Nandan Lai Garg. 

36. Mr. Sunil Krishna Ghosh. 

37. Mr. Surendra Nath Kataki. 

38. Mr. TJma Prasad Choudhury, 

39. Mr. Vaidya Nath Srivastav. 

40. Mr. Vasudeo Laxman Kama!. 

* College Diploma. 


Sd . „ 
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